DESCRIPTIVE GATALOGUE 


AND 


PRICE LIST 
Architectural ") agter Worl 


PAPIER MACHE, CARTON PIERRE, AND FIBROUS PLASTER, 


Centres, Brackets, Caps, Corbels, Keystanes, Patent Cornice, Ornamental 





Frieze, Paneling for Walls and Ceilings, Enrichments, Bte,, Etc, 


SPECIAL DESIGNS FROM ARCHITECTURAL DRAWINGS. 
+Slate Mantels} 


Same Vinny DESCRIPTION AND:-COLOR. 





JSULU LLL 


g DRAGKER SHELVES, | 


Grates and Open Fire Places. 


Low-Down and Half Low-Down Grates, 
Portable Grates, for Open Fire Places, 
Basket Grates, Summer Fronts, Registers, &e. 


CL ASSy 


PLAIN, ORNAMENTAL, CUT, EMBOSSED? LEADED 
VENETIAN AND CATHEDRAL, 


SY 


SAMUEL He ENN & CG 


Paint YWanufacturers, 
Builders and Painters Supplies, Plaster, Cement, Ete. 


YORK AVE., FOURTH AND CALLOWHILL STREETS, 
| Gstablished 1844. ~ PHILADELPHIA, Pa. 
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1888, 


In presenting our Descriptive Catalogue of Builders’ Sup- 
plies for 1888, we take pleasure in calling your attention to the 
numerous additions we have made since the issue of our last 
edition. 

Owing to the large increase of matter we have to display, 
and our desire to put it in the most compact form for the con- 
venience of our customers, we have decided to change the style 
of our Catalogue to an octavo volume, which we trust will be 
appreciated by our customers and friends. 

With largely increased facilities, and the most improved 
appliances in every branch of our business, we are prepared to 
give all orders intrusted to our care personal attention and 


prompt dispatch. 
For the convenience of our customers and the trade in 


general, we have added an /uguiry Department to our busi- 
ness, and shall at all times be pleased to have Dealers, Archi- 
tects, Builders and others interested in any of the various 
branches of building, correspond with us on subjects upon 
which they desire information, and we will endeavor to obtain 
same for them. 

Thanking our customers and friends for the liberal patron- 
age bestowed upon us during past years, we ask from them a 
continuance of their orders, which shall always have our prompt 


and careful! attention at lowest market rates. 
Respectfully, 
SAMUEL HS PREN CHiceG@os 


PHILADELPHIA, Pa. 
EsraBLISHED 1844, 








To Architects. § 








Weat all times keep experienced modelers in our employ, 
and are in a position to promptly execute special designs in 
clay or plaster as models for decorations in stone, terra cotta, 
etc. We make a specialty of Architectural Plaster Work for 
interior decoration ; also, of Papier Maché, Carton Pierre and 
Fibrous Plaster. Our Ventilating Centres are of new and 


novel design, suitable for all style of decorations. 


s* PEERLESS COLORS FOR MORTAR. 


The strongest and most durable colors made in the world 


for mottar. 


See page 206. 


SAMUEL H. FRENCH & CO,, 


PAINT MANUFACTURERS, 


York Ave., Fourth & Callowhill Sts., 
PHILADELPHIA, PA. 

















French's selected Galcined Plaster, 


For WHITENESS, UNIFORMITY in COLOR and WORKING 
PROPERTIES, SUPERIOR STRENGTH and FINE 
FINISHING QUALITIES, IT 


ikS-HAS NO EQUAL.<24 


The SAME QUANTITY will do MORE and BETTER WORK than any 
other Plaster in the Market. 


It is Worth FIFTY PER CENT. more than any other Brand, for the 
following reasons: 


First.—It makes whiter and more durable work and 
castings. 

Seconp.—It is lighter in weight, for same bulk, than any 
other. 

Tuirp.—The barrels are large, and contain more value in 
plaster than any other. 

Fourtu,—It is the slowest, hardest setting, coolest working 
and most plastic manufactured. 


This Plaster is manufactured from Gypsum carefully selected at the 
quarries, and is, consequently, unequalled in quality and 
eens SUE 

The constantly increasing demand for our plaster is conclusive evidence of its 
superior quality. | Wherever it is introduced it has the preference over all 
others, consumers finding it greatly to their advantage to use it, and dealers 
readily obtain a large advance in price over all other brands in the market. 


WE ALSO CALL THE ATTENTION OF THE TRADE TO OUR FULL STOCK OF 
DENTISTS’, STEREOTYPE, CASTING, LAND and GLASSMAKERS’ PLASTER, 


£- ALL OF SELECTED QUALITY.&i 





SAMUEL H. FRENCH & CO. 


MANUFACTURERS, IMPORTERS AND WHOLESALE DEALERS IN 


Paints, Foreign and Domestic Cements, Plaster aud Builders’ Supplies, 


York Ave, Fourth & Callowhill Sts; 


ee? Ea a AN Be Ele Ae eae 
ESTABLISHED 1844, 


Architectural Plaster Work, 
bapion \lache,@artons bierre, 


and Fibrous Plaster 


GEN TIKES 





Our Centres are of original design and beautiful finish, 
and, unless, otherwise ordered, are made from our Selected 
Flaster in metal or gelatine moulds, and are superior in finish 
to anything of the kind offered inthe market. We make all 
styles, from the flat Wall Centre for frescoing, to the heavy 
Moorish Drop. We keep practical and experienced modelers 
in our employ, to enable us to promptly execute the detail draw- 
ings of Architects. For the protection of ourselves and custom- 
ers, itis our intention to protect all designs by copy-rights, and 
we therefore warn all who attempt to use any of our casts as 


models, that they subject themselves to prosecution. 





SAMUEL H. FRENCH & CO., 


Ouran oN Tear ae lA SE bra VV @ Re K Se 
YORK AVE., FOURTH & CALLOWHILL STS., 


PHILADELPHIA, PA. 
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CENTRE No. 1.—6 ft. 4 in. x 4 ft. 2in. Drop 9 in, 











/ 


CENTRE No. 3. 
3 ft.2in. x4 ft. 2in. Drop 53 in. 





CENTRE No. 3}. CENTRE No. 33. 


2 feet 11 inches. Drop 5? inches. 2 feet Linch. Drop 43 inches 


See Price List page 198. 
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CENTRE No. 4. CENTRE No. 5. 
3 ft. 2in. x 4ft.2in. Drop 6 in. 2 ft. 10 in. x4 ft.10 in. Drop 53 in. 
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0 inches. Drop 5} inches. 


CENTRE No. 6.—2 feet 








CENTRE No. 7.—5 feet 2 inches x 4 feet. Drop 9 inches. 
See Price List page 198. 
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CENTRE No. 8. 


2 ft. JJ ins x 4 ft. 21n) Drop 5 in. 


“ql 


CENTRE No. II.—2 feet 11 inches. 





AKG 
CENTRE No. 10. 
Qt. (inexact ALOpud alms 
See Price List page 198. 



















CENTRE No. 9. 


2 ft. 11 in. x 4ft..2 in’ Dropi6saine 


Drop 73 inches. 
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CENTRE No. 12. 
2 ft. 8 in; x 3ft. Sin. Drop omm 
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CENTRE No. 13. 
2 feet 8 inches. Drop 4 inches. 


~ 
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CENTRE No. 15. 


2 feet 2 inches x 2 feet 10 inches. 
Drop 43 inches. 





CENTRE No. 17. 


2 feet 10 inches x 2 feet. Drop 2? inches. 





CENTRE No. 19. 
1 foot 11 inches. Drop 4} inches. 


See Price List page 198. 
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CENTRE No. 14. 


2 feet x 3 feet 1 inch. Drop 43 inches. 


CENTRE No. 16. 
2 feet 4 inches. Drop 45 inches. 





2 feet 1 inch. Drop 4 inches. 











CENTRE No. 20. 
2 feet 10 inches x 1 foot 10 inches. 
Drop 3 inches. 


10 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 








‘f o rp 
CENTRE No. 2i. CENTRE No. 22. 


1 foot 11 inches x 1 foot 5 inches. 2 feet 2 inches x 1 foot 5 inches. 
Drop 2} inches. Drop 2¢ inches. 





CENTRE No. 23. 


1 foot 8 inches. Drop 6 inches. 





CENTRE No. 24. CENTRE No. 26. CENTRE No. 25. 
Itt even eee Dro pease 12in. Drop 3% in. 1 ft. 7in. Drop 13 in. 





CENTRE No. 28. CENTRE No. 29. 
12) inches. Drop 6? inches. 95 inches. Drop 3% inches. 114 in. Drop 23 in. 





CENTRE No. 32. — CENTRE No. 3i. 
10} in. Drop 2} in. 2 feet Linch. Drop 3 inches. 9in. Drop 4 in. 





See Price List page 198. 
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CENTRE No. 33. 


4 feet 7 inches x 4 feet 3 inches. Drop 6 inches. 





2 feet 6 inches. Drop 53 inches. 2 feet 6 inches. Drop 4} inches. 





CENTRE No. 36. CENTRE No. 37. 
1 foot 11 inches x 2 feet 45 inches. 2 feet 1 inch x 2 feet 73 inches. 
Drop 3% inches. Drop 3% inches. 


See Price List page 198. 
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; CENTRE No. 38. 
3 feet 6 inches x 2 feet 95 inches. 


Drop 4} inches. 
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CENTRE No. 39. 


2 feet 10 inches x 2 feet 3 inches. 











CENTRE No. 40. 
Drop 3} inches. 





2 feet 13 inches. 


Drop 5} inches. 





Drop 4} inches. 





2 feet 5 inches. 


CENTRE No. 41. 


Drop 5 inches. 


3 feet 24 inches. 


See Price List page 198. 
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CENTRE No. 43. 


4 feet 2inches. Drop 9% inches. 





CENTRE No. 44. 


5 feet 11 inches x 4 feet 2 inches. Drop 9} inches. 
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CENTRE No. 45. CENTRE No. 46. 
3 feet 2 inches x 2 feet. Drop 2 inches. 2 feet 9 inches. Drop 23 inches. 


See Price List page 198. 
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CENTRE No. 47.—4 ft. 1 in. x 2 ft. 9in. Drop 23 in. 









CENTRE No. 48. CENTRE No. 50. CENTRE No. 49. 
Its Ontiieexs2 chon 1 foot 9 inches. 2 feet 1 inch. 
Drop 2 inches. Drop 3 inches. Drop 43 inches. 
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CENTRE No. 51. CENTRE No. 52. 
3 feet x 2 feet. Drop 43 inches. 2ft.4in. Drop 4% in. 
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CENTRE No. 53.—4 ft. 3in. x 2 ft. 11 in. Drop 53 inches. 
See Price List page 198, 
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CENTRE No. 55. ( 
1 foot 8 inches x 2 feet 6 inches. 1ft.10in. x2ft.10in. 2 feet 4 inches. Drop 3 inches. 
Drop 3 inches. Drop 33 inches. 










































































CENTRE No. 58. CENTRE No. 59. 
3 feet 25 inches. Drop 6 inches. 3 feet 2 inches x 4 feet 6 inches. 
Drop 6 inches. 


See Price List page 198. 
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CENTRE No. 60. CENTRE No. 61. 
1 foot 10 inches x 2 feet 43 inches. 2 feet 44 inches. Drop 35 inches. 
Drop 35 inches. 





* 
CENTRE No. 62. 
4 feet 4 inches x 2 feet 11 inches. 
Drop 7 inches. 
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CENTRE No. 63. CENTRE No. 64. 
2 feet '7 inches x 3 feet 9 inches. 3 feet 6 inches. Drop 73 inches. 
Drop 43 inches. 


See Price List page 198. 
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CENTRE No. 67. CENTRE No. 68. 
1 foot 3 inches. 2 feet 35 inches. Drop 8 inches. 1 foot 10 inches. 
Drop 8 inches. Drop 3% inches, 
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ae 
CENTRE No. 66. 
2 feet 33 inches x 1 foot 3 inches. Drop 8 inches. 





CENTRE No. 71. CENTRE No. 69. CENTRE No. 72. 
1 foot 10 inches. 1 foot 9 inches. Drop 11 inches. 1 foot 10 inches. 
Drop 3 inches. Drop 3 inches. 





CENTRE No. 70. 
4 feet x 3 feet 1 inch. Drop 6 inches. 


See Price List page 198. 
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CENTRE No. 74. 





2 feet 11 inches x 1 foot 8 inches. 2 feet 11 inches x 1 foot 8 inches. 


Drop 3 inches. Drop 7 inches. 





CENTRE No. 75. 
4 feet 4 inches. Drop 7 inches. 





CENTRE No. 76. 
4 feet 4 inches x 3 feet 6 inches. | Drop 7 inches. 


See Price List page 198. 
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CENTRE No. 77. 
3 feet 6 inches. Drop 7 inches. 





CENTRE No. 78. CENTRE No. 79. CENTRE No. 8l. 
1 foot 9 inches. 1 foot 8 inches x 3 feet. 2 ft. 3in. x 1 ft. 9 in. 
Drop 3 inches. Drop 6 inches. Drop 13 inches. 





CENTRE No. 80. CENTRE No. 82. 
2 feet 10 inches. 3 feet 8 inches x 2 feet 10 inches. 
Drop 2 inches. Drop 2 inches. 


See Price List page 198. 
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CENTRE No. 83. CENTRE No. 84. CENTRE No. 85. 
1 foot 10 inches. 2 feet 4 inches. 2 feet 4 inches. 
Drop 13 inches. Drop 6 inches. Drop 4 inches. 





CENTRE No. 86. CENTRE No. 87. 
2 feet. Drop 4 inches. 2 feet 6 inches. Drop 53 inches. 
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CENTRE No. 88. CENTRE No. 89. CENTRE No. 90. 


1 ft. 8 in. x 2 ft. 9 in. 1 ft. 10in. x 3 ft. 3in. 2 feet 11 inches. 
Drop 5 inches. Drop 6 inches. Drop 5 inches. 


See Price List page 198. 
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CENTRE No. 9I. 
4 feet x 2 feet 9 inches. 
Drop 6 inches. 


CENTRE No. 92. 


1 foot 10 inches. 1 foot 10 inches. 
Drop 7 inches. Drop 43 inches. 





CENTRE No, 94. CENTRE No. 95. CENTRE No. 96. 
1 foot 9 inches. 1 foot 4 inches x 2 feet 3 inches. We ibs Op mecxcnest ten 7s 1 
Drop 43 inches. Drop 4 inches. Drop 3 inches. 


CENTRE No. 99. 
2 feet 8 inches x 2 feet. 
CENTRE No. 98. CENTRE No. 97. Drop 134 inches. 
2 feet. Me ttas oun. 
Drop 3 inches. Drop 33 inches. 





See Price List page 198. 
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CENTRE No. 100. CENTRE No. 101. 
2 feet 2 inches. Drop 5 inches. 2 feet 10 inches x 2 feet 2inches. Drop 5 inches 
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CENTRE No. 1{02. CENTRE No. 103. 
2 feet 2inches. Drop 5 inches. 2 feet 2 inches x 2 feet 10 inches. 


Drop 5 inches. 
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CENTRE No. 104. CENTRE No. 105. 
2 feet 10 inches. Drop 5 inches. * 2 feet 8 inches. Drop 3} inches. 


See Price List page 198. 
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CENTRE No. 107. 


2 feet 5 inches. Drop 5 inches. 2 feet 8 inches. Drop 44 inches. 
] P 42 





3 feet 4 inches x 2 feet 3 inches. 
Drop 5 inches. 


















































































































































































































































































































































CENTRE No. 109. CENTRE No. 110. 


2 feet 2 inches. Drop 4% inches. 3 feet 4 inches x 2 feet 2 inches. Drop 4 inches. 


See Price List page 198. 








CENTRE No. 113. CENTRE No. Ill. CENTRE No. 114. 


itn, 2h bi, 2 feet 5 inches. Drop 5% inches. 1 ft. 3 in. 


Drop 2 inches. Drop 2% inches. 





CENTRE No. 112. 
3 feet 10 inches x 2 feet 5 inches. Drop 53 inches. 










CENTRE No. 115. CENTRE No. 116. 
1 


1 foot 3 inches. Drop 3} inches. 1 foot 3 inches. Drop 53 inches. 
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CENTRE No. 117. CENTRE No. 118. CENTR 
12 inches. Drop 3inches. 1ft.5 in. Drop 14 in. 1 foot 3inches. Drop 35 inches. 
See Price List page 198. 
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CENTRE No. 120. 


2 feet 10 inches. 


Drop 2 inches. 








CENTRE No. 12l. 
2 feet 10 inches. Drop 3 inches 
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CENTRE No. 122. 


2 feet 5 inches. Drop 53 inches. 
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CENTRE No. 123. 
1 foot 9 inches. Drop 4 inches. 
- See Price List page 198. 
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o. 124. 
2 feet 7 inches. Drop 4 inches. 





SS 
CENTRE No. 125. 
3 feet 1 inch. Drop 4 inches. 





126. 
2 feet 4 inches. Drop 7 inches. 
See Price List page 198. 
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CENTRE No. 127. CENTRE No. 128. 
2 feet 2 inches. Drop 33 inches. 2 feet 9 inches. Drop 2 inches. 





2 feet 9 inches x 1 foot 6 inches. Drop 2 inches. 1 foot 6inches. Drop 2 inches, 
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CENTRE No. (31. 
3 feet 8 inches. Drop 3} inches. 


See Price List page 198. 
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CENTRE No. 132. 
3 feet 8 inches x 2 feet 6 inches. Drop 3} inches. 




















CENTRE No. 133. CENTRE No. 134. 
2 feet 6 inches. Drop 3? inches. 2 feet 5 inches. Drop 1} inches. 

















CENTRE No. 135, 
1 foot 3 inches. Drop 2 inches. 


















































CENTRE No. 137. 
CENTRE No. 136. 1 foot 2 inches. Drop } inch. 
1 foot 8 inches. Drop 1 inch. This is also made as a Ventilating Centre. 


See Price List page 198. 
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CENTRE No. 138. 


3 feet. Drop 25 inches. 














CENTRE No. 139. CENTRE No. (40. 


3 feet x 1 foot 9 inches. Drop 23 inches. 1 foot 9 inches, Drop 23 inches, 











7 inches. 7 inches. 


Drop 54 inches. Drop 4% inches. 


CENTRE No. (41. 
4 feet x 2 feet 11 inches. Drop 5} inches. 


See Price List page 198. 
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CENTRE No. 144. 
~~ 2 feet 9 inches. Drop-4% inches. 
CENTRE No. 145. CENTRE No. (46. 
Drop 14 in. Drop 1 } inches. 
1 ft. x 1 ft.'7 in. 1foot 4 inches. 












































3 feet 2 inches x 1 foot 9 inches. 
Drop 2 inches. 








CENTRE No. 148. CENTRE No. 149. CENTRE No. 150. 
1 foot 1 inch x 10 inches. 10 inches. 9 inches. 
Drop 2} inches. Drop 63 inches. Drop 13 inches. 





CENTRE No. 151. mols CENTRE No. 153. 
11 inches. 1 foot 3 inches x 8 inches. 9 inches. 
Drop 8 inches. Drop 43 inches. Drop 53 inches. 


See Price List page 198. 
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CENTRE No. 154. 
4 feet 8 inches x 2 feet 10 inches. Drop 5} inches. 





CENTRE No. 156. 


1 foot 3 inches. Drop 2 inches. 10 inches. Drop 1} inches. 








2 feet 8 inches. Drop 113 inches. 


See Price List page 198. 
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CENTRE No. 158. CENTRE No. 159. 


1 foot 8 inches. Drop 13 inches. 1 foot 9 inches. Drop 2 inches. 


Centres 158 and 159 can be made with border or set in flush with the Ceiling. 
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CENTRE No. 160. 


6 inches. 


CENTRE No. (62. 


6 inches. 
Drop 5 inches. 


Drop 5% inches, 





CENTRE No. (él. 


2 feet 3 inches. Drop 5% inches. 
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CENTRE No. 163. CENTRE No. (64. 


2 feet 2inches. Drop 53 inches. 2 feet 2 inches. Drop 2? inches. 





See Price List page 198. 
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2 feet 3 inches. Drop 3 inches. 
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CENTRE No. (66. 
2 feet 9 inches. Drop 5 inches. 











CENTRE No. 167. 
2 feet 8 inches. Drop 5 inches. 
See Price List page 198. 
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We execute Models from Special 
Designs for all kinds of 
Architectural 
Work. 


SAMUEL H. FRENCH & CO., PHIL 
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BRACKETS. 





6 in. projection. 12 in. wide. 7 in. projection. 111% in. wide. 8 in. projection. 15 in. wide. 


16 inches Drop, 1614 inches Drop. 26 inches Drop. 





No. 5. No. 6. 
6 in. projection. 84, in. wide. 6 in, projection. 9 inches wide. 544 in. projection. 1044 in. wide. 
101% inches Drop. 1214 inches Drop. 12% inches Drop. 





No. 9. 
4% in. projection. 8 in. wide. 544 in. projection. 10% in. wide. 416 in, projection. 914 in. wide. 
1014 in. Drop. 121% inches Drop. 12 inches Drop. 





No. Il. No. 12. 
614 in, projection. 1014 in. wide. din. projection, 9% in. wide. 2% in. projection. 514 in, wide. 
13% inches Drop. 13 inches Drop. 844 inches Drop. 


See Price List page 199. 
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BRACKETS. 








No. (3. 


314 in. projection. 71% in. wide. 


No. [4. 


4in. projection. 13 in. wide. 


10 inches Drop. 1014 inches Drop. 





No. 16. 
8 in. projection. 141% in, wide. 


16% inches Drop. 


No. 17. 


714 in. projection. 11 in. wide. 


15 inches Drop. 
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No. 20. 


5 in. projection. 8 in. wide. 





No. 19. 
514 in. projection. 10 in, wide. 


81% inches Drop. 


84 inches Drop. 











No. 22. 
8 in. projection. 141% in, wide. 


1614 inches Drop. 


No. 23. 

514 in, projection. 2014 in. wide. 
13 inches Drop. 

See Price List page 199. 





No. 15. 
514 in. projection, 12 in. wide. 


15 inches drop. 





No. 18. 
544 in. projection. 7%in. wide. 


844 inches Drop. 





No. 2l. 
514 in. projection. 9 in, wide. 


10 inches Drop. 





No. 24. 


644 in, projection. 1614 in. wide. 


18 inches Drop. 
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BRACKETS. 
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No. 25. No. 26. No. 27. 


5144 in. projection. 154 in. wide. 6 in. projection. 914 in. wide. 934 in. projection. 11 in. wide. 





91% inches Drop. 1614 inches Drop. 18 inches Drop. 





No. 28. No. 29. No. 30. 
714 in. projection. 914 in. wide, 514 in. projection. 14 in. wide. 4¥4 in. projection. 1034 in. wide. 
1614 inches Drop. 114% inches Drop. 10 inches Drop. 





No. 3I. No. 32. No. 33, 
414 in. projection, 1034 in. wide. 51% in. projection. 1214 in. wide. 54% im. projection. 1244 in. wide. 
13 inches Drop. 1334 inches Drop. 1034 inches Drop. 











No. 34. No. 35. No. 36. 
614 in. projection. 14in. wide. 644 in. projection. 14 in. wide. 719 in, projection. 1614 in. wide. 
1214 inches Drop. 18 inches Drop. 19 inches Drop. 


See Price List page 199. 
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BRACKETS. 
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No. 37. No. 38. No. 39. 


84 in, projection. 1814 in. wide. 91, in. projection. 20% in wide. 9% in. projection. 20% in, wide. 
20 inches Drop. 16 inches Drop, 22% inches Drop. 





No. 40. No. 4. No. 42. 
814 in, projection. 11in. wide. 814 in. projection. 8 in. wide. 11 in. projection. 1814 in, wide. 
18 inches Drop. 16 inches Drop. 19 inches Drop, 











No. 44. No. 45. 
8 in. projection. 142% in. wide. 5 in. projection. 1614 in. wide. 5 in. projection. 1614 in, wide. 
20 inches Drop. 13 inches Drop. 19 inches Drop. 





No. 46. No. 47. No. 48. 


914 in. projection. 13 in. wide. 514 in. projection 12!4 in. wide. 514 in. projection. 914 in, wide. 
19 inches Drop. 13 inches Drop. 13 inches Drop. 


See Price List page 199. 
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BRACKETS. 








214 in. projection. 844 in. wide. 5 in. projection. 16% in. wide. 344 in. projection. 844 in. wide. 
914 inches Drop. 15 inches Drop. 7 inches Drop. 








No. 52. 


2 in. projection. 





No. 53. No. 54. 
14 in. wide. 284 in. projection. 41% in. wide. 4 in. projection. 6 in, wide. 
814 inches Drop. 5 inches Drop. 10 inches Drop. 













= — é lh 
og 









No. 55. 


534 in, projection. 





No. 56. No. 57. 
7% in. wide. 10'4 in. projection. 184 in, wide. 81,5 in. projection, 
16 inches Drop. 21 inches Drop. 


10% in. wide. 
1444 inches Drop. 





No. 58. No. 59. No. 60. 
5in. projection. 11in. wide. 614 in. projection. 434 in, wide. 6 in. projection. 
15 inches Drop. 13% inches Drop. 
See Price List page 199. 


814 in. wide. 
14 inches Drop. 
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No. 61. 


34% in. projection. 714 in. wide. 


13 inches Drop. 











No. 64. 


15 in. projection. 11 in. wide. 
26 inches Drop. 





No. 67. 
284 in. projection, 71% in. wide. 
15 inches Drop. 
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No. 70. 


11 in.@rojection. 914 in. wide. 
31 inches Drop. 


See Price List page 199. 


BRACKETS. 
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No. 62. 
51% in. projection. 1214 in. wide. 
14 inches Drop. 


TeerzaaR 


oa ‘ 





No. 65. 


23 in. projection. 6 in. wide 
12 inches Drop. 


= 





No. 68. 
8 in. projection. 7 in. wide. 
114% inches Drop. 





1214 in. projection, 84 in. wide. 


{7 inches Drop, 





No. 63 


6 in, projection. 1114 in, wide. 


154% inches Drop, 

















































































































No. 66. 


15 in. projection. 11 in, wide. 
18 inches Drop. 





No. 69. 


8 in. projection. 4% in. wide. 
11144 inches iro. 
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13 in. projection. 614 in. wide. 


7 inches Drop. 
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BRACKETS. 











ND 
————— 
No. 73. No. 75. 
884 in, projection. 834 in. wide. § in. projection. 34 in, wide. 8 in. projection. 6 in. wide. 
11 inches Drop. 1114 inches Drop. 11% inches Drop, 





No. 78. 
414 in. projection. 9 in. wide. 414 in. projection. 8% in. wide. 414 in. projection. 7 in. wide. 
1034 inches Drop. 91% inches Drop. 7 inches Drop. 





414 in. projection. 12 in. wide. 34% in. projection. 9% in. wide. 3\4 in. projection. 10 in. wide. 


15 inches Drop. 9 inches Drop. 11 inches Drop. 

















No. 82. No. 83. 
5 in. projection. 9 in. wide. 6 in. projection. 1314 in. wide. 634 in. projection, 26 in, wide. 
1084 inches Drop, 24 inches Drop. 15 inches Drop. eit 


See Price List page 199. 
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BRACKETS. 






































No. 85. No. 86. No. 87. 
6% in. projection. 7 in. wide. ’ 4in. projection, 1114 in. wide. 8 in. projection. 6 in. wide. 
124% inches Drop. 154% inches Drop. 12 inches Drop. 





No. 88. No. 89. No. 90. 
6 in. projection. 4 in, wide. 6 in. projection. 8 in, wide. 5 in, projection. 11in. wide. 
6 inches Drop 13 inches Drop. 15% inches Drop. 
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No. 91. No. 92. No. 93. 
15 in. projection. 814 in. wide. 3 in. projection. 16in. wide. 3 in. projection. 614 in. wide. 
1514 inches Drop. 91% inches Drop. 7 inches Drop. 





10 inches projection. 614 inches wide. 
11144 inches Drop. 
See Price List page 199. 
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CORINTHIAN CAPS. 
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Of the following sizes, made for round or square columns : 


53 inch column, 9 inches high, 11 in. across abacus. 


No. 1. 6 rs o me Lice us 
| 66 9 be 1 és te 

8 oe 143 ce eg oe “6 

No. sa) 9 7 143 se Welw Se 
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{ 10 ae 18 ce 19 cad oe 

> 

No. a 18 (a 19 a 66 
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IONIC TUSCAN CAP. NORMAN GOTHIC CAP. 
Of the following sizes : No. 7.—12 in. column, 12in,. high, 20 in. across abacus, 
No. 5.— 9in. column, 9% in. high, 16 in. across abacus. Only made for square columns, 
it3 6.—13 173 oe 18 “ 94 “ee oe 


Only made for square columns 


See Price List page 200. 
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GOTHIC CAP. 


Of the following sizes: 


CORINTHIAN CAP. 


No, 10.—6 inch column. 104% inches high, 
No. 8 6 in. column, 111% in. high, 11 in. across abacus. 
neo" 7 “ce 114 “ 


12 inches across abacus. 
tdi “cc “ 
fies 20 U3 20 “ Only made for round columns, 
No. 9. 
12 “ 20 te 20 “ “ 


No. 8 made for square or round columns. 


No. 9 only made for square columns. 














CORINTHIAN CAP No. Il. 


11 inches square column. 211% inches high, 
31 inches across abacus. 























CAP No. 12. 


7 inch Column, 15 inches high, 


1614 inches across abacus, 
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No. | CORBEL. 
9l, * sh S 03 ti 2 

CORBEL No. 2. 1% inches projection 

71% inches projection. 
29 inches Drop. 


See Price List page 200. 


19 inches wide, 
17 inches wide. ORAS a 
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16 in. 


CORBEL No. 4. 





































































































“4 sy De Pil | ts Measuring as marked. 
Aes eu s Made to fit in corner as per 
J fi shape of cap shown below. 
: @* & ‘ >. 
: ae ie 
: See 
a iy i a 6 
es Gio 
*% ol 
CORBEL No. 3.0000 ge ----. 
Measuring as marked above for flat = aS) 
wall surface. NN 
Le 
\ 
mS 
CORBEL No. 5 
Measuring as marked. 
For flat wall surface, column does not tuuch wall. 
7 inches across abacus, 
KEYSTONES. 
No. I. No. 2. No. 3. 


9 inches x 11% inches. 6 inches x 9 inches, 


x 
. nD @ 
Ko: 


























No. 4. No. 5. 


8 inches x 91% inches. 9 inches x 10 inches. 


See Price List page 200. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 47 





Patent Cornice. 


We call the attention of Architects, Builders, and others 
interested in the construction of buildings, to the merits of 
our Patent Cornice, which for high finish and excellence of 
workmanship cannot be excelled, and is seldom, if ever, 


equaled. 


It is the most economical Cornice that can be used for 
ornamenting the interior of buildings, and is susceptible of 


elaborate ornamentation, at a moderate cost. 


By its use, a heavy ornamented Cornice can be put up at 


about the same cost as a plain run Cornice of similar girth. 


Being made of our “Selected Plaster” it will not crack 


or crumble. 
It is easily put up by any mechanic. 


Special designs made from Architectural Drawings. 


SamueL H. Frencu & Co., 


York Ave., Fourth & Callowhill Sts., 


PHILADELPHIA, PA. 
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PATENT CORNICE. 




























































































No. | 


































































































No. 2. 
114 inches projection x 7 inches Drop. 













































































No. 3. 





























































































































No. 4. 













































































































































































No. 5. 
10 inches projection x 8 inches Drop. 


See Price List page 199. 
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PATENT CORNICE. 


















































































































































No. 6. 
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No. 8. 




























































































No. 9. 


} inches projection x 74 inches Drop. 
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No. 10. 
9} inches projection x 73 inches Drop. 
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PATENT CORNICE. 
























































































































































No. Il. 


























































































































No. 12. 

































































No. 13. 










































































No. 14. 























































































































No. [5. 


8 inches projection x 7 inches Drop. 
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PATENT CORNICE. 




























































































No. (6. 





















































No. 17. 

































































































































































































































































































































































































































































No. 18. 

























































































No. 19. 












































No. 20. 


6 inches projection x 43 inches Drop. 
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PATENT CORNICE. 












































No. 2l. 
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12 inches projection x 8 inches Drop. 
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PATENT CORNICE. 
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No. 26. 














No. 27. 












































No. 28. 








No. 29. 









































No. 30. 
10 inches projection x 8 inches Drop. 
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PATENT “CORNICE. 



















































































No. 31. 


~ 


7} inches projection x 6 inches Drop 


DIRECTIONS 


FOR PUTTING UP 


PATENT CORNICE. 





Cut the brown mortar through on the ceiling and wall 
in three small places, for each piece of Cornice ; then fill the 
holes with Calcined Plaster, taking care to force it through 
the cracks of the lath, and finish smooth with the ceiling 
and wall. Then put your Cornice up (after first having 
thoroughly soaked it) in the same manner as centres. 

In corners, cut mitres in the same manner as you would 
a wooden moulding. 

By spacing off your rooms, you can make the joints 
come at equal distance from each corner, thus forming an 
even finish. 

Samuel HH. Freneh v @o., 
MANUFACTURERS, 
Philadelphia, Pa. 
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-2| SPECIAL DESIGNS. 1 
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SAMUEL H. FRENCH & CO., 
Modelers and Manufacturers of 
ARCHITECTURAL ORNAMENTS, 
YORK AVE., FOURTH & CALLOWHILL Sito: 


Philadelphia, Pa. 
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ORNAMENTAL FRIEZE WORK. 






































MEASURING AS MARKED. , 
No. | No. 2 

Ey iS # nw 
\e/ Z 2 

< = 

Mi ae 

a ~ 

No. 3. No. 4. 








94 inches. 





93 inches. 19 inches. 





a 


Corner Pieces for Panel Enrichments. 





No. I. 
22 inches long x 12} inches wide. 
3 inch Panel. 





No. 4. 
143 in. long each way. 14 in. long each way. 15 in. long each way. 
13 in. across Enrichment. 11 in. across Enrichment. 13 in. across Enrichment. 
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ENRICHMENTS. 




















No. 2. 






































No. 3. 


43 inches wide. 











No. 4. 











































































































No. 6. 





21 inches wide. 
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ENRICHMENTS. 


SUEDE ORE ROREROR! 


Ni 
No. 8. 
12 inches wide. 
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No. 9. 











No. Il. 





No. 12. 





No. 13. 


25 inches wide. 
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No. 15. 













25 inches wide. 
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ENRICHMENTS. 






















































































22 inches wide. 





No. 19. 


28 inches wide. 





No. 20. 





No. 22. 








No. 23. 


5 inches wide. 


60 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





ENRICHMENTS. 

















No. 26. 





2 inches wide. 


PANEL ENRICHMENTS. 














No. I. 























No. 2. 




















No. 3. 


























No. 4. 
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PANEL ENRICHMENTS. 
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No. 5. 















































No. 6. 
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5 inches wide. 




































































6 inches wide. 
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NOm Ee: 


Special Designs ™", "57 Reteess 


* Drawings. 


WRITE US FOR ANY INFORMATION YOU MAY WANT REGARDING 
BUILDING MATERIAL. 


aI 
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PANELS FOR CEILINGS 
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Panel B for Ceiling. 
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In presenting the following cuts, we show many of our 
newest designs, and feel confident that in no single year since 
Marbleized Slate Mantels were first introduced, some thirty 
years ago, have so many new features embodying novelty and 
beauty, without sacrificing utility, been produced. 

We employ the most experienced mechanics, and the 
best educated and competent artists for the production of our 
work, and with recent improvements in our machinery, we are 
in a position to produce the most highly finished and beautiful 
mantels at the lowest possible cost. 

We make but one quality—the cheapest mantel is as 
thoroughly made in every particular as the most expensive. 

Marbleized Slate Mantes retain their original finish better 
than most marbles. They are not susceptible of stains from 
coal gas, acids, oils, liquors, dampness in chimneys, or other 
causes. 

They are susceptible of elaborate ornamentation at a small 
cost by the combination of different marbles, and the judicious 
use of gold lines and tracings. 

They are far superior to wood mantels, as they do not 
shrink, crack, or ignite from the heat; nor do they require re- 
finishing every few years, as is the case with mantels con- 


structed of wood, 


Samuels bl trenches Go. 
PHILADELPHIA, PA, 
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We Marbleize Slate in imitation of the 
following Marbles and Woods: 


Lapislazull. Sienna, 
*Black and Gold. *Hoyptian. 
Light Spanish. Plymouth Black, 
*Dark Spanish. HRediPyrences: 
Galway Green. # (Green Pyrenees: 
*Brocatello, Mixed Pyrenees. 
Grey Porphyry. *“Verd Antique. 
Red Porphyry. *Veined Malachite. 
Red Scotch Granite. Russian ‘‘ 
White Scotch Granite. Prince Rock. 


= Tennessee: *Light Formosa. 
Lisbon. Knoxville. 
Madrapore. Moriah. 
California. Adirondack. 
Spanish and Gold. Breccia. 
Sicilian. Blue Breccia. 
’DarkeSicilian, * Venetian. 
Lumachella. Red Serpentine. 
Red Agate. Green Serpentine. 
*Dark Formosa. Griotte. 


Shetland. Bohemian. 
Royal. Shell. 
Benares. Mexican Onyx. 
Red Jasper. “Black Walnut. 
Roman Jasper. *French Walnut. 

Majorca. Black Ash. 

Veined Spa. Hungarian Ash. 

*Terra Cotta. | “Rosewood. 
Red Martinique. *Mahogany. 
Yellow Martinique. *Oak. 


Those marked * are most in favor. 
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EXPLANATIONS. 
eS 


I. All French corners are 6 inch radius, unless otherwise ordered. 

2. Mantels showing high backs will have them, unless otherwise 
ordered. 

3. All hand-painted work is overglazed, and is more durable than 
upon wood or canvas. 

4. The backs shown upon Nos. 96, 202 and 211 may be ordered 
for other mantels. 

5. Nos. 210 and 222 have silhouette decorations. The figures are 
black, highly polished, and stand upon the gray background in beautiful 
contrast with it. The work which this so closely imitates is executed 
in black marble at large cost. 

6. In No. 227 area variety of new features ; the concave quarter 
columns, double shelf, the lower being 1% inches smaller than the 
upper, the long trusses and the imitation mosaic tiles. Different marbles 
are shown in geometrical shapes. The work is finely executed and is 
indistinguishable from real inlaid marbles. 

7. No. 242 represents bricks with black joints between them. 
The color is that of the finest red enameled bricks ; bases and trusses are 
commonly of some variety of marble. 

8. No. 245, unique and chaste in design, every detail is carefully 
wrought out, as may be gathered from the engraving. The decorations 
consist of hand-painted facings. The subjects are Oriental, the larger 
one a view of the river Nile. Theetchings in gold and silver are quite 
new in mantel decoration. The fan-shaped piece below the shelf is a 
piece of mosaic work, several varieties of marble being introduced. 
Mirrors are French plate, bevel edges. 

9. No. 246. This mantel is sold with or without the high 
mirror back. The tile shown are known as the Elfin’s set. The mirror 
is French plate, beveled. 

10 No. 247 is made either with or without the high mirror back. 
An examination of the engraving shows the mantel to be well-formed, 
and while well supported in all places, possesses the light appearance of 
a wood mantel. The centre is decorated with gold and silver etching, 
a new method of decorating slate. 

11, Another feature, one not clearly represented in engravings, is 
the reeding. This corresponds with much of the finish of rooms as now 
made. It is distinctly shown in Nos. 216 and Z10; 

12. Any special designs made from architectural drawings. 
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Sek: 
Direction$ for Setting Mantels. 
— 











1.—Take the fronts, or the pilasters, from the box and place in 
position upon the hearth, if there is one, otherwise, upon the floor. 

2,—Place the wall plates—the two long, straight, one inch thick, 
unattached pieces—against the wall, back of profiles, finished edges out, 
Move these out or in until they are adjusted to stand even with both 
ends of the shelf when put in place. 

3.—Fasten the fronts to the wall with wire or hooks, one end to be 
placed in holes drilled in top of fronts, fasten there with Calcined Plaster ; 
the other end fasten to hook in the wall. To keep any piece from 
drawing in, cut small sticks and brace from the back ; these will remain 
if the mantel is not set for a fire—if there is to bea fire-place the mason 
will remove them when he sets the bricks, 

4.—If there is a centre, put in place, and make use of a piece of 
board or iron asa washer across the back of the fronts where they 
join. 

5.—Place the circles, two narrow circular pieces—or, if a square 
mantel, the facings, three narrow straight pieces—inside the opening, and 
fasten in place with small wood braces. 

6.—Some mantels, in addition to inside facings, have inside returns, 
Their use is to set the facings further back, and consequently, the grate 
or grate frame. These are commonly three inches. in width, and are 
placed with finished edges to the front. 

7,—When all other parts are set up, place Calcined Plaster upon 
the upper edges, and bed the shelf into it ; then set the top strip against 
the wall and fasten it with Plaster. Clean with a soft stick and wash 
the mantel all over, using cold water and sponge ; afterwards, dry with 


chamois or very soft cotton. 
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No. 16. 


ae of Mantel, . . 5 feet 2 inches. | Width of ene - . 2 feet 5 inches. 
Heig - . 3 feet 8 inches. | Height, . . . 2 feet 74 inches. 
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Width of Mantel . . 4 feet 8 inches. Ae of eae -  . 2 feet + inch 
Height, - +. .  . 3 feet 7 inches. | Heigh - . 2 feet 7 inches. 


See Price List page 201. 











No. 19. 
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No. 20. 
Width of Mantel, . . 4 feet 8 inches. | Width of Pea .. 2 feet 3 inches. 
Height, ‘ . . 38 feet 74 inches. | Height, . . .  . 2 feet 75 inches- 
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No. 24. 


Width of Meare . . 65 feet 2 inches. | Width of iene? - « 2 feet 5 inches. 
Height, : + } 3 feet Sinches, (|) Height,, 0%. ; 2 feet 73 inches. 


See Price List page 201. 
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No. 24 TILE. 
Width of Mantel, 5 5 feet 2 inches, | Width of Senne ; 2 feet 5 inches: 
Height, : : : 3 feet 8 inches. | Height, . 2 feet 74 inches. 
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No. 28. 


Width of Mantel, j 4 feet 4 inches. | Width of Cpening, - 1 foot 11 inches. 
Height, : : 3 feet 7 inches. | Height. 2 feet 6 inches. 


See Price List page 201. 
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No. 38. 
Width of Mantel, ‘ 5 feet 6 inches. | Width of Se : 2 feet 5 inches. 
Height, : . 8 feet 84 inches. | Height, : : 2 feet 8 inches. 


6 inch Corner. 
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No. 46. 

Width of Mantel, i 5 feet 6 inches. | Width of Opening, : 2 feet 5 inches. 
Height, § : 3 feet 9 inches. | Height, . 2 feet 8 inches. 


See Price List page 201. 
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No. 48. 
Width of Mantel, . - 5 feet 8inches. | Width of Pigs . . 2 feet 5 inches. 
Height, . 3 feet 9 inches. | Height, . . . 2 feet 7} inches, 
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No. 53. 
Width of Mantel, . . 5 feet 2inches. | Width of usnne: . . 2 feet 5 inches. 
Height, 7 >) = a feet inches. | Height, . . 2 feet 7% inches.’ 


See Price List page 201. 
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Width of Mantel, . . feet 6 inches. | Width of Opening, 
Height, . , : . feet 9 inches. | Height, : 
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. 2 feet 5 inches. 
. 2 feet 8 inches. 
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No. 71. 
Width of Mantel, . . 5 feet 2 inches. | Width of Opening, . 
Height, : : . 3 feet 8 inches. | Height, é . 


See Price List page 201. 
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. 2 feet 5 inches. 
. 2 feet 8 inches. 
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No. 75. 
Width of Mantel, . ; : 5 feet. | Width of Opening, . 2 feet 5 inches. 
Height, . ¢ : . 3teet 8inches. | Height, . : : . 2 feet 8 inches, 















































































































































































































































































































































































































































































































































































































































































































































_ No. 77. 
Width of Mantel, . : eet. | W tes of Opening, . . 2 feet 5 inches. 
eight, . 3 feet 8 Ean Heig : ; - 2 feet 8 inches. 
See Bree ee page 201. 
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No. 78. 
Width of Mantel, - . 5 feet 2 inches. | Width of ed actin é . 2 feet 5 inches. 
Height, . : j . 3 feet S$ inches. | Height, . : . 2 feet 8 inches. 
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No. 79. ae 
Width of Mantel, . . 5 feet 2 inches. | Width of Spas : . 2 feet 5 inches. 
Height, . : . 3feet 8 inches. | Height, . : . 2 feet 8 inches. 


6 inch Corner. 
See Price List page 201. 
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No. 8I. 
Width of Mantel, . . 6 feet 2 inches. | Width of Opening, . . 2 feet 5 inches. 
Height, . : : . 3 feet 8inches. | Height, . : : . 2 feet 8 inches. 
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No. 85. 
Width of Mantel, . . 5 feet 2 inches. | Width of . 2 feet 5 inches. 
ig : : 4 feet Linch. | Height, 


Opening, . k i 
: : . 2 feet 8 inches. 


See Price List page 201. 
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ae of Mantel, . . 5 feet 6 inches. 
Heigh : : . 3 feet 9 inches. 




















































































































Width of Ppene : . 2 feet 8 inches. 
Height, . . . 2 feet 8 inches. 
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No. 88. 
Width of Mantel, . : 6 feet. | Width of Crea ; . 2 feet 6 inches. 
Height, . ‘ _ 8 feet 10 inches. Height, . : > »2) feet Simchess 


inch Corner. 
See Price List page 201. 
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No. 89. , 
Width of Mantel. . 6 feet. | Width of Opening, ; . 2 feet 6 inches. 
Height, . 2 : ies feet 10 ee Height : . 2 feet 8 inches. 


6 inch Corner. 
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. 2feet 6 inches. 
Height, . : . 2 feet 8 inches. 






























































































































































No. 90. 
Width of Mantel, . . 5 feet 10 inches. | Width of Opening; ; 
Height, . 2 4 feet. 
See Price List nore 201. 
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No. 92. : 
Width of Mantel, . . 5 feet-10 inches. | Width of eee, P . 2 feet. 6 inches. 
Height, . ; . 3 feet 10 inehes. | Height, . : . 2 feet 8 inches. 


6 inch Corner 



































































































































Width of Mantel, . . » feet 2 inches. ‘Width of oes ; .. 2 feet 5 inches. 
Height, . : 4 feet 1 inch. Height, . : . 2 feet 8 inches. 


See Price Tash page 201, 
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No. 96. 


Width of Mantel, 5 5 feet 10 inches. | Width of Opening, ‘ 2 feet 5 inches. 
Height, . : : 4 feet 2inches. | Height, 3 ; ‘ 2 feet 8 inches. 


The flowers shown on above back are artistically painted by hand, in 
mineral colors and burned on. 


Their design varies from time to time. 


See Price List page 201. 
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2 feet 5 inches. 
2 feet 8 inches. 
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Height. : ; 4 2 inches. | Height, 
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Width of Opening, : 2 feet 5 inches. 
: 2 feet 8 inches. 


Height, 
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Width of Mantel, 


Height, 
See Price ist page 201, 


No. 
5 feet 8 inches. 
4 feet. 
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oN 
Width of Mantel, . . 65 feet2 inches. | Width of Opening, . . 2 feet 5 inches. 
Height, . : ; . 3 feet 8 inches. 





Height, . : : . 2 feet 8 inches. 
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Width of Mantel, . ; : 5 feet. | Width of Opening, . . 2 feet 5 inches. 
Height, .- : : . ‘3 feet 8 inches. | Height, . ‘ ; . 2 feet 8 inches. 


See Price List page 201. 
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No. 202. 
Width of Mantel, . . 95 feet2 inches. | Width of Opening, . . 2 feet 5 inches. 
Height, . 3 : . feet 9 inches. | Height,  . : : . 2 feet 8 inches. 
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No. 204. 
Width of Mantel, . : ; - 5 feet. | Width of Opening, . . 2 feet 5 inches. 
Height, . : : . 3 feet? inches. | Height, . : : . 2 feet 8 inches. 
Made only with Segment, Elliptic and Square Openings. ae 


See Price List page 201. 
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No. 20 
Width of Mantel, . ; : _ 5 feet. Width of Opening, . . 2 feet 5 inches. 
Height, . 3 feet 73 inches. | Height, . . 2 feet 8 inches. 
6 inch Corner. Made only with Segment, Ell I iptic and Squ are Openings. 
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No. 210. (See page 65.) 


Width of Mantel, . . 5 feet 8 inches. | Width of ppenies ; . 2 feet 5 inches. 
Height, . : i . 3 feet 10 inches. | Height, . : . 2 feet 8 inches. 
6 inch Corner or Segment. 

See Price List page 201. 
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. 3 feet 10 inches. 
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No. 2ll. 


Width of Opening, 
Height, 
6 inch Corner. 


2 feet 5 inches. 


5 feet 4 inches. 
2 feet 8 inches. 
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No. 213. 


2 feet 5 inches. 
2 feet 8 inches. 


5 feet. 


; Width of Open 
3 feet 8 inches. 


Height, 


See Price List page 201. 
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No. 214, 
Width of Mantel, . . © feet 2 inches. | Width of Rene: ; . 2 feet 5 inches. 
Height, . F . 3 feet 9 inches. 





Iekenng, 2 ? . 2 feet 8 inches. 
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No. 215. C. 
Width of Mantel, . . 4 feet 8 inches. | Width of Openine, : . 2 feet 5 inches. 
Height, . : : . 3feet 9 inches. | Height, . - . 2 feet 8 inches. 


' See Price List page 201. 
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No. 216. 
Width of Mantel, . “ . 5 feet. | Width of iS . . 2 feet 5 inches. 
Height, ‘ ‘ : 3 feet 9 inches. Height. . 3 . 2 feet 8 inches. 
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No. 217. 
Width of Mantel, . . 5 feet 2 inches. | Width of Opening, . . 2 feet 5 inches. 
Height, . : . 3feet 9 inches. | Height, . . 2 feet 8 inches. 


6 inch Corner. Square Grate Frame may be used. 
See Price List page 201. 
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No. 219. 
Width of Mantel, . . feet 6 inches. | Width of opemne : . 2 feet 5 inches. 
Height, . : : ‘ 74 feet. |» Height, —. : . .2 feet 8 inches, 
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No. 220. 
Width of Mantel, . . 5 feet 4 inches. | Width of Opening, : . 2 feet 5 inches, 
Height, . : . 3 feet 9inches. | Height, . : . 2 feet 8 inches. 





6 inch Corner. 
See Price List page 201. 
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No. 221. 
. 5 feet. | Width of gees : . 2 feet 5 inches. 
: . 2 feet 8 inches. 


3 feet 7 7 inches. Height, 
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No. 222. (See page 65.) 
5 feet 4 inches. | Width of per 2 . 2 feet 5 inches. 
Height, é . 2 feet 8 inches. 





See Price List page 201. 
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No, 223. 
Width of Mantel, . . 5 feet 4 inches. | Width of Opspine, ; 2 feet 5 inches. 
Height, . . , ‘ . A feet. | Height : 2 feet 8 inches. 
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No. 224 
Width of Mantel, . , eon tects Width of Gpeene: i . 2 feet 5 inches. 
Height, . : ; WED ‘feet 8 inches. Height, . é . 2 feet 8 inches. 


See Price List page 201. 
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3. 
Width of Mantel, : 5 fears Width of pe Ue 

















Height, . : . 8 feet 9} inches. | Height 
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. 2 feet.5 inches. 


: . 2 feet 8 inches. 













































































































































































































































































































































































































































































220s 
Width of Mantel, 5 feet. | Width of sees : 


Height, : ; , 3 feet 103 inches. | Height, 
See Price List page 201. 
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. 2 feet 5 inches. 
. 2 feet 8 inches. 
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No. 227. (See page 65.) 
Width of Mantel, ; 5 feet 4 inches. | Width of Opening, : 2 
Heieht , : 4 feet 1 inch. | Height, Z 2 
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No. 228. 
Width of Mantel, . . 5 feet 4 inches. | Width of See: : . 2 feet 5 inches. 
Height, . : : . , 4feet 1linch. | Height, . : . 2 feet 8 inches. 


See Price List page 201. 
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No. 230. 


Width of Mantel, ; : "5 feet. | Width of ee aby 2 feet 5 inches. 


Height, : : 3 feet 81 inches. | Height, : : 2 teet 8 inches. 
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No. 231. 
Width of Mantel, ; 5 feet 2 inches. | Width of See : 2 feet 5 inches. 
Height, : ; 4 feet 3 inch. | Height, : ; 2 feet 8 inches. 


See Frice es page 201. 
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No. 233. 
Width of Mantel, : 5 feet 10 inches. | Width of Opening, : 2 feet 5 inches- 
Height, 3 : F 4 feet 2inches. | Height, : : 2 feet 8 inches. 


‘This is unquestionably the most elaborately wrought Mantel ever brought out in 
marbleized slate. It is composed of more than 90 distinct pieces, all finished and fitted 
with the utmost care. 

Its outlinings are bold and the proportions symmetrical and evenly adjusted. No gold 


tracing unless so ordered, but instead, carving and frosting. 


See Price List page 201. 
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No. 234. 
‘Width of Mantel, . - 5 feet 4 inches. | Width of penne: : . 2 feet 5 inches. 
Height, ~ : : : . 4 feet. | Height, . : . 2 feet 8 inches. 


This Mantel is unique in design and decoration. There are shown four exquisitely 
hand-painted landscapes, the seasons, in their wonderful variety of light and coloring. 
The subjects for the landscapes are frequently changed. When this Mantel is to go into 
a dining-room, if so ordered, game, fish and fruit will be substituted for landscapes. 

It is also made with a high back, containing a French plate beveled mirror, 133x293. 

No. 2343, shown on next page, is similar in design, and has a Cabinet Top contain- 


ing three beveled French plate mirrors. 


See Price List page 201. 
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No. 2343. 


5 feet 4 inches. | Width of Opening, 2 feet 5 inches. 
7 feet 9 inches. | Height of Opening, 2 feet 8 inches. 
Height without back, 4 feet. 





























Width of Mantel, 
Height as shown, 





See Price List page 201. 
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No. 235. 


Width of Mantel, : : 4 feet. | Width of ed ea . 1 foot 10 inches. 
Height, : 5 3 4 feet 4 + inch. | Height, : 2 feet 8 inches. 
No. 239. 

Width of Mantel, 4 : 5 feet. | Width of eee : 2 feet 5 inches. 
Height, . ; «to. feet } inch, Height - 2 feet 8 inches. 


No. 235 is especially intended to stand across a corner, though it may be 
placed upon an ordinary brest. The wall plates are dispensed with, and the profiles are 
carried from back of pilasters to the side walls, striking them at right angles. No. 239 
is the same Mantel with regular profiles and wall plates, and is one foot longer brest. 


See Price List page 201. 
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No. 236. 
Width of Mantel, . . . 5 feet 4 inches. | Width of Opening, . . 2 feet 5 inches. 
Height, . 5 : . 4 feet 13 inches. | Height, . : ; . 2 feet 8 inches. 
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No. 238 


Width of Mantel. . .. 4 feet 4 inches. | Width of Opening, . . 1 foot 11 inches. 
Height, . . : . 3 feet 73 inches. | Height, . p : . 2 feet 6 inches. 
; No. 238 A, without Plinths. No. 238 B, with 4 Brackets and Caps. 

See Price List page 201. ; ) 
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No. 241. 
Width of Mantel, : ornecn: | Width of eee : 
Height, 8 feet ue inches. | eerie. : 
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. 2 feet 5 inches. 
. 2 feet 8 inches. 
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No. 242. (See page 65.) 
. 5 feet 2 inches. | Width of Opening: : 
. 3 feet 9} inches. | Height, .- ‘ 
See Price List -page 201. 


Width of Mantel, . . 2 feet 5 inches, 
Height ; 


. 2 feet 8 inches, 
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No. 245. (See page 65.) 
Width of Mantel, . . 5 feet 4inches. | Width of Opening, . : 2 feet. 
Extreme Height, . . S8feet 3inches. | Height, . . : 2 feet 8 inches. 
See Price List page 201. 
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No. 246. 


WITH TILE FACINGS. 
Width of Mantel, 


Height ‘¢ with Mirror, 7 ft. 0 in. 

‘* without Mirror, 4 ft. 14 in. 
Width of Prenine, : 2 ft. 6 in. 
Height: ‘ 2 ft.6 in. 


See Price List page 201. 


5 ft. 4 in. 





(See page 65.) 


WITH SLATE FACINGS. 


Width of Mantel, OD fhe eee 
Height ‘6 "with Mirror, 7 ft- 0 "am, 


‘© without Mirror, 4 ft. 1} in. 
Width of Opening, A 2ft.5 in. 
Height 2 ft. 8 in. 
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No. 247. (See page 65.) 


| Width of Opening, . AN 
Height, . : : 2 


Width of Mantel, . . 5 feet 4 inches. feet 5 inches. 
Height, . : ; : : . 4 feet. feet 8 inches. 
Extreme height, 6 feet 6 inches. 


See Price List page 201. 
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No. 248. 
. 4 feet 8 inches. | Width of Opepine : 
. 3 feet 8} inches. | Height, ‘ 
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. 2 feet 5 inches. 
. 2 feet 8 inches. 
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No. 250. 


. A feet 8 inches. | Width of geal : 
. 38 feet 9 inches. | Height ; 


See Prices List page 201, 
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. 2 feet 2 inches. 
. 2feet 7inches. °* 
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Width of Mantel, . . feet 8 inches. | W idth of Se SaEe: : . 2 feet 2 inches. 
Height . : . 3 feet 9} inches. | Height, . ; . 2 feet 7 inches. 
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No. 252. 
Width of Mantel, . . .4 feet 8 inches. | Width of Coane, : . 2 feet 5 inches. 
Height. ; ‘ . 3 feet 8} inches. | Height, . : . 2 feet 8 inches. 


See Price List page 201. 
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No. 253. 
Width of Mantel, . . 4 feet 8 inches. | Width of CEB : . 2 feet 2 inches. 
Height, . ; . 3 feet 9 inches. 





Height, . : . 2 feet 7 inches. 
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No. 254. 
Width of Mantel, . . 5 feet 2 inches. | Width of Open, F . 2 feet 5 inches. 
Height, . : 3 feet 115 inches. | Height, . 2 . 2 feet 8 inches. 





See Pricé raat page 201. 
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WITH TILE FACINGS. 
Width of Mantel, 


Height, . ‘ : 3 feet 113 inches. 
' Width of Opening, . 2 feet 6 inches. 
Height, ‘ ; 2 feet 6 inches. 


See Price List page 201, 


5 feet 2 inches. 





WITH SLATE FACINGS. 


Width of Mantel, . 
Height, .. : : 
Width of Opening, 
Height, . . : 





| tir T! ao 
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: . 5 feet. 
3 feet 11 inches. 
2 feet 5 inches. 
2 feet 8 inches. 
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No. 257. 
Width of Mantel, . : é . 5 feet. | Width of Opening, . . 2 feet 5 inches. 
Height, . : : . 3 feet 105 inches. | Height. . : : . 2 feet 8 inches. 


See Price List page 201. 
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No. 258. 
Width of Mantel, . : 5 feet. | Width of Opening, : 


Heights : 3 feet 93 inehes Height 








. 2 feet 5 inches. 
. 2 feet 8 inches. 
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Width of Mantel,, j eo Fos “Width ot pone: 
Height, : 3 feet 9 inches. Height, 

















































































































See Price Tiger page 201. 






























































. 2 feet 5 inches. 
. 2 feet 8 inches. 
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No. 261. 
Width of Mantel, ‘ . 65 feet. | Width of Pe : . 2 feet 5 inches. 


Height, : ‘ ; 3 feet 10 inches. Herbier: : . 2 feet 8 inches. 
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Width of Mantel, ; 5 as 
Height, : : 3 feet 10 inches. 


See Price List page 201. 
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Height, . ; . 2 feet 8 inches. 
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No. 263. 
Width of Mantel, . . 5 feet 4inches. | Width of Open E, . . 2 feet 5 inches. 
Height, . : : : ; . 4 feet; | Height, . 3 . 2 feet 8 inches. 
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No.’ 264. 


Width of geil : * . 5 feet. | Width of Opening .' , 2 feet 5 inches. 
Height, . 5 8 feet 8 inches. | Height, . ; . 2 feet 8 inches. 


See Price List pace 201. 
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No. 265. 

Width of Mantel, . , . 5 feet. |. Width of psning: A . 2 feet 5 inches. 
Height, . : . 3 feet 9 inches. Height, . : . 2 feet 8 inches. 
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No. 266. 
Width of Mantel, . 5 . 5 feet. | Width of Daun, é . 2 feet 5 inches. 
Height, . | . 8 feet 9 inches. ‘Height; . : . 2 feet 8 inches. 


See Price List Dare 201. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 111 


































































































































































































































































































































































































































































































PE 


























































































































No. 267. 
Width of Mantel, . . 5 feet 2 inches. | Width oi Ceres : . 2 feet 5 inches. 
Height, . : - . 3 feet 10 inches. | Height, . : . 2 feet 8 inches. 



























































































































































































































































































































































































































































































































































No. 268. 
Width of Mantel, .- . 5 feet 4 inches. | Width of Opeuine: : . 2 feet 5 inches. 
Height, . A : . 3 feet 11 inches. | Height, . A . 2 feet 8 inches. 


See Price List page 201. 
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No. 269. 
Width of Mantel, : 5 feet. | Width of page : . 2 feet 5 inches. 
Height, : - 3 feet 10 inches. Height, —. : . 2 feet 8 inches, 

































































































































































































































































































































































































































































































































































































































































































































































































































































No. 270. 
Width of Mantel, . 5 feet. | Width of Premises ; . 2°feet 5 inches. 


- Height, . 3 feet 10 inches. | Height, . e. 2 feet 8 inches. 
See Brice List ating 201. : 
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No. 272. 
Width of Mantel, . ; . 5 feet. | Width of Opening, . . 2 feet 5 inches. 
Height, . ‘ : : 























3feet9inches. | Height, .  .  . . 2 feet 8 inches. 
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No. 273. ; 
Width of Mantel, . . 5 feet 2 inches. | Width of Opening, . . 2 feet 5 inches. 
Height, . . : . 3 feet 10inches. | Height, . : : . 2 feet 8 inches. 
See Price List page 201. 
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No. 274. 
Width of Mantel. . . 5 feet 2inches. | Width of eee if . 2 feet 5 inches. 
Height,. . 3 : . 3 feet 10 inches. | Height, . : . 2 feet 8 inches. 
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mM 
No. 275. 
Width of Mantel, . . 5 feet 2 inches. | Width of pera F . 2 feet 5 inches. 
Height, . : . 4Afeet 2 inches. | Height, . : . 2 feet 8 inches. 


See Price Tat page 201. 
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No. 276. 


2 feet 4 inches. 
. 5 feet 2 inches. | Width of pene, : : een e ie 
Moca. cee . 4 feet 8 inches. | Height, . : - 2 feet.7 aha 


The Opening can be made larger by decreasing the width of the Tile Facings. 


See Price List page 201. 
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No. 277. 


Width of Mantel, : : : 5 feet. | Width of Opening, .. .. 2 feet 5 inches: 
Height, : : . 4feet4inch. | Height, . i . 2 feet 8 inches. 


See Price List page 201. 
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No. 278. 


Width of Mantel . é : . 5 feet. | Width of Opening, . . 2 feet 5 inches. 
Height as shown, . . 5 feet 95 inches. | Height, . : : . 2 feet 8 inches. 
* without back, . 4 feet 14 inches. 


See Price List page 201. 


118 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 






















































































eae 


MONT 




















HL 
HTL A 


A 








Ly ll I) Hl 
Holl i" ae 


i}{I 



































if 
























































put 


oF! 
| 






































































































































































































































|e i 
Hah Hil 
Se, 
ui 
No. 279. 
Width of Mantel, . : : . 5 feet. | Width of Opening, . . 2 feet 5 inches. 
Height, 3 ; : 4 feet inch. | Height, . 5 : . 2 feet 8 inches. 





See Price List page 201. 
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NOTE. 





A sheet iron Blow-pipe, Damper Rod and Floor-plate are 
furnished with each Low-down Grate. 

A sheet iron Blower and Ash-pan are furnished with each 
Half Low-down Grate. 

Summer Fronts, if furnished, will be charged extra. 

The height of any Grate can be altered to suit. 

Fenders can be made any size and style required. 

The sizes given are outside measures of Grate Fronts and 
Fenders, and inside measures of Fire-boxes. 

By ‘The front has a lap of 2 inches,” or Digi BOL ORs OL Om 
is meant that the Grate Front is that much wider (on each side 
and at top) than the Niche or Grate Back, and will consequently 
lap on the mantel that much, if desired. 

Old Grates repaired, repolished, japanned or nickel-plated. 


Any style or design can be made from special drawings.. 


PRICE LIST.—Owing to the great variety of finishes and 
want of room in our Catalogue, we are compelled to issue a 
separate Price List for our Grates and Fire-backs. Should you 


not receive one with this, write us for same. 


SAW PISS BREN GE oma Os 


PHILADELPHIA, Pa, 
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PROFILE OF LOW-DOWN GRATE. 
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The above engraving presents a side view of a low-down grate. Its main 
advantages are in its form, giving out a much larger proportion of 
the heat of combustion than others, in the fact that it does 
not exhaust the room of its oxygen, and that the 
fire is built on a level with the floor, thus 
warming that portion of the apart- 
ment which is always 
the coolest. 
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Mok 


Low-Down Grates. 
REGO” cata 














See page 120. 











The fire-grate is on a level with the floor, forming a portion 
of the hearth. Thisis merely a grate, the ashes falling through 
the bars into an ash-pit, A, of brick, from which they can be 
removed through the door B. 

The back, C, of the fire-place, instead of being rectangular, 
as is ordinarily the case, is concave, so that the rays of the heat 
are thrown to every part of the room. 

This back plate is unusually high, giving a great distance 
between the fire and the point of escape for the smoke at the 
throat, D, of the chimney. The ash-pit should be built reaching 
to the cellar floor. 

The air for the purpose of combustion is not drawn from 
the room where the fire is situated, but comes either from the 
cellar or from the outside of the house through the flue E, and 
admission of air being regulated by means of a damper, F, 
governed by a convenient handle, G, seated in the floor. 

By this simple arrangement the necessity of a portable 
blower, which prevents, for the time of its use, any appreciable 


heat from coming into the room, is obviated. 


a 
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PORTABLE GRATES. (For open Fire-places. ) 

































































With or without sides. 


SIZES (OuTSIDE MEASURE). 


No. 1.—25 inches wide in front, 21 inches wide at back, 13} inches deep. 
No ee 30 be rad (74 96 ce ing “ec 14 (74 6c 
Nove 3 36 A Teta one vaso ae 


14 oe ce 


Other sizes made to order. 
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SIZES (OuTsipeE MEASURE). LOW BACK. 


No. 1.—20 inches wide in front, 18 inches wide at back, 13% inches deep. 
No. 2.—24 ‘ a) a itey zh ‘4 13 30a st 
No. 3. 
Same style as No. 2 with High Back. 
SIZES (OursIDE MEASURE). 
No. 


1.—20 inches wide in front, 183 inches wide at back, 14 inches deep. 
No 9,—94 (a3 of “ 181 se 46 ce 143 ind ae 


For Price List see page 119. 


a 
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PORTABLE GRATES. (For open Fire-places.) 


j ti nA f 


PAL ih \ 





















































No. 4. 
SIZES (OUTSIDE MEASURE). 


No. 1.—18 inches long, 10 inches wide. 
No. 2.—23 “ ie ha oe = 
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SIZES (OuTstIpE MEASURE). 


No. 1.—25 inches wide in front, 22 inches wide at back, 13 inches deep. 
No. 9 — 31 4“ (zs a3 931 ing 73 66 16 6c ce 


For Price List see page 119. 
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PORTABLE GRATES. (For open Fire-places.) 
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No. 6. 
(Tiles in the back. ) 
SIZES (OuTSIDE MEASURE). 


No. 1.—20 inches wide in front, 183 inches wide at back, 14} inches deep. 
No. 2.—24 we 6s 66 183 6 «s &“ 143 a: 66 
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LAAUGGE DEL. 





SIZE (OuTSIDE MEASURE). 
254 inches wide in front, 214 inches wide at back, 11 inches deep. 


For Price List see page 119. 
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PORTABLE GRATES. (For open Fire-places.) 
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No. 8. 
SIZES (OuTsIDE MEASURE). 


No. 1.—20 inches wide i in front, 183 inches wide at back, 17 inches deep. 
No. Q,—24 e “c 182 ce 6c 66 17. “6 66 
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No. 9. 
SIZES (OuTsIDE MEASURE). 


No, 1.—20 inches wide i in front, 192 inches wide at back, 15} inches deep. 
No. 2.—24. ‘ 193 15t i ih 


For Price List see page 119. 


126 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 








BASKET GRATES. (With Fire-brick Backs.) 
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No. 12. 
SIZES (OUTSIDE MEASURE). 


No, 1.—30 inches high, 24 inches wide, with 14 inch fire. 
Nowg2.c 31k" | et a ee eee Hos ae Bb 


The front has a lap of 4 inches. 


No. Il. 
Same as No. 12 shown in above cut, with Circular Top. 
SIZES (OuTSIDE MEASURE). 


No. 1.—30 inches high, 24 inches wide, with 14 inch fire. 
No. 2.—313 6c oc 98 ce oe ils/ 66 ee 


The front has a lap of 3 inches. 
For Price List see page 119. 
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HALF LOW-DOWN GRATES. (With Fire-brick Backs.) 












































































































































































































































































































































































































































































































































































































































































































































SIZES (OwrsIpE MEASURE). 


No. 1.—31 inches high, 24 inches wide, 16 inch fire. 


No Gy See oe 6c 30 a3 - bb 18 “ec “6 
The front has a lap of 3 inches. 


No. 13. 


Same style and sizes as No. 14 shown in above cut, without ornamental bead on 
frame. 


For Price List see page 119. 
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HALF LOW-DOWN GRATES. (Made Low-down‘also.) 






























































































































































































































































No. 16. 


SIZES (OuTSIDE MEASURE). 


No. 1.—32 inches high, 28 inches wide, 20 inch fire. 
No. OG) ce 66 30 6c a3 90 oe ce 


The front has a lap 2 inches. 


No. 15. 


Same style and sizes as No. 16 shown in above cut, without ornamental bead on 
frame. 


Made Low-down and Half Low-down. 


For Price List see page 119. 


¢ 
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HALF LOW-DOWN GRATE. (Made Low-down also.) 




















































































































































































































































































































































































































No. (7. 


SIZES (OuTSIDE MEASURE). 


No. 0. —30 inches high and 24 inches wide, with 16 inch fire. 


No. 1#.—324 ‘c “6 “c 28} 6c “ “ OQ 66 
No. 14. —31 ‘! foe ee Seah, ae uC SG GR EG GE 
No. 23. —34 te ay ae 34 0 6c ie Gye Gh 6< 
No. 32. =A. 6c “e 6e 36 66 ce 66 a7 oc 6¢ 


The front has a lap of 2 inches. 


A side view of this Grate, made Low-down, is given on page 120, showing arrange- 
ment for Ash-pit and Draft Flue, with Damper and Handle. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. (Made Low-down also.) 
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No. 13 


SIZES (OUrsIDE MEASURE). 


No. 0, —30 inches hizh and 24 inches wide, with 16 inch fire. 
No. 1#.—32} “ ny oO ham is Pa iba eee = 
No. ek 3) 6c ‘ a3 31 66 a ‘ 93 cc 66 
No. 23. —34 : a bigeye ey ee ce oom Du viene 
No. 33. —34 ‘ ate 36 ; At 7 Ge are 


The front each has a lap of 2 inches. 
For Price List see page 119. 
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HALF LOW-DOWN GRATE. (With Fire-brick Back.) 
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No. 24. 
SIZES (OvutsIDE MEasurRe). 
No, 1.—31 inches high, 24 inches wide, 16 inch fire. 


No. eae oe ce 30 oc oe 18 ee oe 


The front has a lap of 3 inches. 


No. 23. 


Same style and sizes as No. 24, shown in above cut, without ornamental bead on 
frame. 


For Price List see page 119 
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HALF LOW-DOWN GRATE. (Made Low-down also.) 
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No. 26. 
SIZES (OuTsIDE MEASURE). 


No. 0. —30 inches high and 24 inches wide, 16 inch fire. 
No. 1£.—323 ‘‘ Pah NY a 0 nee 
No. 13. — oil 6c ee «6 31 oe a3 93 “c ce 
No. 25. —34 ‘“ foe oA ees SS 25 oe ae 
No. 34. —34 ‘“ oe CORE OT a 


The front has a lap of 2 inches. 


No. 25. 


Same style and sizes as No. 26, shown in above cut, without ornamental bead on 
frame, and with plain fender rail. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. (With Fire-brick Back.) 
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. L.WAUGG PHIL. 
No. 28. 
SIZES (OUTSIDE MEASURE). 


No. 1.—31 inches high, 24 inches wide, 16 inch fire. 
No. 2.—33 ‘“ oa Oman pa A bel eae 


The front has a lap of 3 inches. 


No. 27. 


Same style and sizes as No. 28, shown in above cut, without ornamental bead on 


frame. 
For Price List see page 119. 
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HALF LOW-DOWN GRATE. 
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No. 29. 


SIZES (OursipE MEASURE). 
No 1S. —32} inches high, 283 inches wide, 21 inch fire. 
No. 13S.—30} ‘ oy) BOOS ema fe OS ea 
The above Grate can be used with Fire-brick Back, which, if furnished, will be 


charged extra. 
The front has a lap of 14 inches. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE 
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SIZES (OuTSIDE MEASURE). 


No. 1S. —323 inches high, 28} inches wide, 21 inch fire. 


No 118 —304 oe ce 302 ce ce 93 6 (¢ 
The above Grate can be used with either Fire-Brick, Soap-stone, or Iron Back, which, 
if furnished, will be charged extra. 


The front hasa lap of 2 inches 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. 





















































































































































































































































































































































































































































































































































































































































































































































































































































































































































No. 31. 


SIZES (OUTSIDE MEASURE). 


No. 1S. —32} inches high, 28} inches wide, 21 inch fire. 
No. 138.—30} ‘“ ofS O08 Ware ele 2 as 


The above Grate can be used with either Fire-brick, Soap-stone, or Iron Back, which, 
if furnished, will be charged extra. 


The front has a lap of 2 inches. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. 


(Made Low-down also.) 

























































































































































































































































































































































































































































































































































































































































































































































































































































































No. 34. 


SIZES (OUTSIDE MEASURE) 


No. 18S. —824 inches high, 284 inches wide, 19 ineh fire. 
4 con] “ p) 

No. 148.—32 a3 6b 302 66 66 290 66 

Nome Stam ie Sagdy ta to 034 ome Te 


NOMS Soe tent tena ee) ean EG 


6c “6 


The front has a lap of 23 inches. 


For Price List see page 119. 
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LOW-DOWN GRATE WITH SHAKING ASH GRATE. 
(Made half Low-down also.) 

















































































































































































































































































































































































































































































































































































































































































































































































































































































































No. 35. 


SIZES (OuTSIDE MEASURE). 


No. 1 £.—323 inches high, 283 inches wide, 20 inch fire. 
1 
De 


Noi dye 31 00k? 3 ee a os ae 
No. 24) 284. 0 MRAP 34 a) GAL ORR  a e 
No.3}. 84) ORS (30 ele Ginn 


TLe front has a lap of 25 inches. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. (With Fire-brick Back.) 


3 inch tiles in Frame and Fender-base. 





















































































































































































































































































































































































































































































































































































































































































































































































































































































































































No. 36. 


SIZES (OuTsIDE MEASURE). 


No. 18.—33 inches high, 30 inches wide, 19} inch fire 


War Oe 2 6“ Gi BY: 66 66 ‘ & 66 
No. 2S8.—33 32 22 


The front has a lap of 23 inches. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. (Made Low-down also.) 
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WULLIAMS LOE WENTHAL. PHILA, 


No. 37. 


SIZES (OUTSIDE MEASURE). 


No. 1£.—325 inches high, 284 inches wide, 20 inch fire. 
No. 13. --31 “ aero Laan Amey ee oa WG 
No. 24. —34- “* ot ate Se wt : 
No 31 eu “ec ‘ 36 oe ce oF ce ce 


The front has a lap of 23 inches. 


For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 141 





LOW-DOWN GRATE. (Made half Low-down also.) 
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No. 38. 


SIZES (OUTSIDE MEASURE). 


No. 1S. —32% inches high, 285 inches wide, 19 inch fire ; Fender 35 inches long 
No. 138.—32 6 C6 303 ce oe 90) v3 ce “ec 39 oe ce 
No. OS. == o4 ce oe 34 ‘6 66 9324 6 a3 66 40 46 a3 
No. 39. —34 (a5 oe 394 ims ce 929 Oe 66 ‘ 45 ‘ 6s 


The front has a lap of 24 inches. 


For Price List see page 119. 
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HALF-LOW DOWN GRATE. (Made Low-down also.) 
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No. 39. 
SIZES (OUTSIDE MEASURE, NOT INCLUDING TILE FACING). 


No. 1S.—30} inches high, 24$ inches wide, 19 inch fire ; Fender 32 inches long. 
No. 28.—304 c¢ (a3 302 oe oc 234 iz3 (a3 “ 38 oe cc 


No. 38.—30; “ pe ears = ee wares Seton Al Alar ss 
The front has a lap of half an inch. 


For Price List see page 119. 
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HALF LOW DOWN GRATE. (Made Low-down also.) 
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No. 40. 
SIZES (OuTstipE MEASURE). 


No. 1S. —32} inches high, 283 inches wide, 19 inch fire ; Fender 25 inches long. 
No. 138.—32 6 6e 303 “6 a3 20) ce oe 6c 39 “cs ce 

No. aS. Oe “ce “cc 34 ce ve 931 a3 oe i 40 6 
No. 3S. == 241 ce ce 393 “e e 99 “ce a3 e 45 “cc ““ 


The front has a lap of 24 inches. 
* 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. (Made Low-down also.) 
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No. 405. 


SIZES (OUTSIDE MEASURE). 


No. 1S. —323 inches high, 283 inches wide, 19 inch fire ; Fender 35 inches long 
No. 138.—32 °° OG pe Gb oe 


90 ty (a5 “ec 39 of ce 
a 
No. 9S. ey! ee (a5 34 ia oe 233 4c “6 66 4O 66 6c 


The front has a lap of 2 inches. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. (Made Low-down also.) 
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L.HAUGG PH/LA, 
No. 4. 
SIZES (OUTSIDE MEASURE). 


No. 1S.—30} inches high, 24} inches wide, 19 inch fire ; Fender 32 inches long. 
No. 28.—304 oe 6c 303 66 oe 934 6c “6 os 88 “cs 66 
No. 3S8.—30} oe “ec 363 “ce 6c 29 m3 oc a3 44 “ ce 


The front has a lap of half an inch. 


For Price List see page 119. 


146 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 








HALF LOW-DOWN GRATE. (Made Low-down also.) 







































































































































































































































































































































































































































































































































































No. 44. 


SIZES (OuTSIDE MEASURE). 


No. 18. —323 inches high, 283 inches wide, 19 inch fire ; Fender 35 inches long. 
9 2 ) ; g 


No 13,8,—32 6c cc 303 “i 6 90) oe a3 7 39 
No. 28. --34 ‘ oe BE chy ORS Beh ei a NG Oe 
No 88 S=e4 4c “6 394 oe 4c 99° oe a3 6“ 45 “eo 


The front has a lap of 2 inches. 


For Price List see page 119. 
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HALF LOW-DOWN GRATE. (Made Low-down also.) 














































































































































































































































































































































































































































































































































































































































































































































































































No. 45. 


SIZES (OuUTSIDE MEASURE). 
No. 18. —32} inches high, 283 inches wide, 19 inch fire ; Fender 35 inches long. 
No. 148.—32} oe “ce 30% be sc 20 “c 6c “cc 39 “sc se 
The front has a lap of 24 inches. 


For Price List see page 119. 


148 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





HALF LOW-DOWN GRATE. (Made Low-down also.) 
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No. 47. 


SIZES (OUTSIDE MEASURE). 


No. 1S. —323 inches high, 284 inches wide, 19 inch fire ; Fender 35 inches long. 
No. 14:8.—32 a3 cc 303 “6 oe 290 (a3 6 oc 39 6c “ 
No. DCP — 38 y 6c 6c 34 66 (3 234 6“ 6h 6c 40 iz (6 
No. SS A 6e cc 394 6c cc 29 6c 6c 73 45 66 6c 


The front has a lap of 2 inches. 
For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 149 





HALF LOW-DOWN GRATE. (Made Low-down also.) 
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No. 48. 


SIZES (OuTSIDE MEASURE). 


No. 1S. —32% inches high, 283 inches wide, 19 inch fire ; 
No. 138.—32 ue oe 302 66 “ 99 Gs 
No. 2S. —34 re ot 34 sib COO SIs 6 
No. 3S. —34 “ Be RE ut fer Ogiy 4G. wt 


The front has a lap of 23 inches. 


For Price List see page 119. 


Fender 35 inches long. 
6c 39 66 66 


150 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





HALF LOW-DOWN GRATES. 


(Made Low-down also.) 














L, HOUGG PHILA. 
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No. 49. 


SIZES (OuTsIpE MEASURE). 


. 1S. —32% inches high, 283 inches wide, 19 inch fire ; Fender 35 inches long. 


Not 1dS3 232 et sk Cts OgEE (Ee ual ee OO aeaia or cea 
No. 28. —34 7 7; 34 3 “ 233 3 “ «6 
No. 38S. =— 34 ag ia 393 ae ce 99 6é ce ag 


The front has a lap of 23 inches. 


For Price List see page 119. 


39 ce “c 
40 ce “ 
45 “cc 6 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 151 





HALF LOW-DOWN GRATE. (Made Low-down also.) 
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No. 52. 
SIZES (OvuTSIDE MEASURE). 


No. 18. —323 inches high, 28} inches wide, 19 inch fire ; Fender 35 inches long. 


No. 14S.—32 oe vc 303 66 a3 2) 6c sc ce 39 ce ae 
No 98 a2 | ob aie 34 oc ve 931 4c a oe AQ) 6 oe 
T ¥ ‘ ‘ ce 298gl1 oc 6c al ay ee oe ns oe 
No. 38S. —34 395 ys) 45 


The front has a lap of 23 inches. 


For Price List see page 119. 


152 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





HALF LOW-DOWN GRATE. (Made Low-down also.) 
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No. 55. 
SIZES (OuTsIDE MEASURE). 


No. 2S.—30} inches high, 303 inches wide, 233 inch fire ; Fender 54 inches long. 
No 3S.—30} a3 oe 363 “c (as 99 img 73 “ 60 ins be 


The front has a lap of half an inch. 
For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 153 








HALF LOW-DOWN GRATE. (Made Low-down also.) 


L.HAUGG PHILA. 









































































































































































































































































































































































































































































































































No. 56. 
SIZES (OvuTsIpE MEASURE). 
No. 13S.—32 inches high, 303 inches wide, 20 inch fire ; Fender 48 inches long. 
No. oS. =—=o4' a3 ar 3 6c a} 934 “c 66 a9 4 sé ““ 
No. 3.9. —34 be 66 391 66 66 29° 66 A: c 60 ‘“ 66 
The front has a lap of 23 inches. 


For Price List see page 119. 


154 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 
HALF LOW-DOWN GRATE. (Made Low-down also.) 











lL. HAUGG DEL. 












































































































































































































































































































































































































































































































































































































































































































































































































































’. PABST DES. 








No. 60. 
SIZES (OuTsIDE MEASURE). 


es high, 323 inches wide, 20 inch fire ; Fender 52 inches long. 
ce 362 oe ce 234 “cr ce “cc 3 oe oe 


No. 148.—34 inch 
No. 28. —34 * 


The front has a lap of 3 inches 
For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 


155 





FIRE-PLACE WITH FIGURED 
FENDER, PORTABLE GRATE, ANDIRONS. 
And 6-inch Tiles in the Front. 
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(Tile-hearth not included.) 
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No. 62. 
SIZES (OuTSsIDE MEASURE). 
No. 2S8.—37% inches high, 44 inches wide, 27} inch fire ; Fender 39 inches long 
No. 395. ee 3 oc 6 50 as oe oF 66 66 66 45 oe se 


The front has a lap of 6 inches. 


For Price List see page 119. 


LHAUGG PHILA, 


156 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





OPEN FIRE-PLACE FOR WOOD. 
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No. 63. 


SIZE (OuTSIDE MEASURE). 
30; inches high, 353 inches wide, 273 inch fire ; Fender 44 inches long. 
Other sizes made to order. 


The front has a lap of 23 inches. 


For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 157 





OPEN FIRE-PLACE FOR WOOD. (Figured Iron Linings.) 
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No. 64. 
SIZES (OvuTSIDE MEASURE). 


No. 1S8.—30} inches high, 243 inches wide, 15 inches deep. 
No. 28.—30}4 sit “c 302 ce a3 15 Ge 6G 
No. 3S.— 30} £¢ ‘“ 363 66 “6 18 6“ a3 


Other sizes made to order. 
The front has a lap of half an inch. 


For Price List see page 119. 


158 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





OPEN FIRE-PLACE FOR WOOD. (Figured Iron Linings.) 
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SIZES (OUTSIDE MEASURE). 


No. 1S. —30} inches high, 243 inches wide, 15 inches deep. 
No. 2S.—303 ‘ ep OO ere areca lays: Bee ae 
No. 3.S.—30} oe oe 363 oc ce 18 “e ve 


Other sizes made to order. 


The front has a lap of half an jnch. 


For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 159 





OPEN FIRE-PLACE FOR WOOD. (Figured Iron Linings.) 
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No. 66. 
SIZES (OursIbE MEASURE). 


No. 1S.—30} inches high, 243 inches wide, 15 inches deep. 
ee LOE 
sé 18 cé 


No. 28.—30+ 0 ““ 303 6“ 
No. 3S8.—30} sie “ 363 c 


Other sizes made to order. 


The front has a lap of half an inch. 


For Price List see page 119. 


160 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





(Figured Iron Linings.) 


OPEN FIRE-PLACE FOR WOOD. 
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No. 67. 


OUTSIDE MEASURE). 


( 


No. 1S.—30} inches high, 243 inches wide, 15 inches deep. 


SIZES 


ce 


No. 2S.—30} 


“ce 


No. 3S.—30} 


Other sizes made to order. 


The front has a lap of half an inch. 


For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 161 





OPEN FIRE-PLACE FOR WOOD. (Heavy Iron Linings.) 
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No. 68. 
SIZES (OurTsIDE MEASURE), 


No. 18.—30} inches high, 24% inches wide, 15 inches deep. 
No. 28.—30; ‘ ES BORA a os LS aa a 
No. 38.—30; ‘ ao OOts met os 
3 
8 


No. 48,—32} $6 cc 423 ce “se 18 “e ce 


“ce “6 


Other sizes made to order. 
The front has a lap of half an inch. 


For Price List see page 119. 


162 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





OPEN FIRE-PLACE FOR WOOD (Heavy Iron Linings.) 


























































































































































































































No. 69. 


SIZES (OuTSIDE MEASURE). 


No. 1S.—380} inches high, 24% inches wide, 15 inches deep. 


No. 28.—304 oe oe 302 oc ce 15 66 oe 


No: BS)—S0F et GR: Ge RET Soe 
No. 4S Sop) ES wage a MORN aE Ui ote ae 


Other sizes made to order. 
The front has a lap of half an inch. 


For Price List see page 119. 





SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 163 


OPEN FIRE-PLACE FOR WOOD. (Heavy Iron Linings.) 
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No. 70. 
SIZES (Owrstpe MEASURE). 


No. 1S.—30} inches high, 242 inches wide, 15 inches deep, 


No.-28.—30} .% ‘°° «308 ile 
No. 38.—30}  ‘ ECR GS ine REL 
No. 4S8.—32} NT ee tet he 


Other sizes made to order. 


The front has a lap of half an inch. 


For Price List see page 119. 


164 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 





OPEN FIRE-PLACE FOR WOOD. (Heavy Iron Linings.) 
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No. 71. 


SIZES (OuTSIDE MEASURE). 


No. 18.—30} inches high, 24% inches wide, 15 inches deep. 


No. 284-30) os at) BOR G8 GAL 5 ae 
No 39:-—B0F oo" 368 ter Sie 
No, 48.—<-32h5 (4 th age RSs a 


Other sizes made to order. 


The front has a lap of half an inch. 


For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 165 





OPEN FIRE-PLACE FOR WOOD. (Extra heavy Iron Linings.) 
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No. 72. 
SIZES (OuTSIDE MEASURE). 
No. 18.—30} inches high, 243 inches wide 15 inches deep. 
No 28 —30} y e308 seme ls 
No. 38.—30} ‘ ie Slay a oe ibeee 
No. 4S.—32} a ‘e  -AQ¢ . ES is 
Other sizes made 1o order. 
The front has a lap of half an inch. 


For Price List see page 119. 


166 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 








(Extra heavy Iron Linings.) 


OPEN FIRE-PLACE FOR WOOD. 
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wn inch. 
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The front has a lap of half 


For Price List see page 119. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 167 


BRASS OR NICKEL FRONTS FOR FIRE-PLACES. 










































































































































































































































































































































































No.35. 15 incnes wide. 





SIZES (OuTSIDE MEASURE). 
No. 18. —30} inches high, 24; inches wide. 
No. 28.—30} Ke Se 10) abe ee 
No. 38.—30}  “ eS Os, 
No. 48.—32} °° “c AR8 
Other sizes made to order. 


For Price List see page 119. 


168 SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 








SUMMER FRONTS. (With Open Work Centre.) 






































































































































No. 75. 
























































































































































No. 76. 


The above are also made with Plate Glass Mirrors in place of Open work. 
Sizes to fit any of our Grates. 


For Price List see page 119. 
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Sil | CUT GLASS. Vee 


nme en Set 


NZ 
ay 


Our Glass-cutting Department is under the care of a prac- 
tical Glass Cutter of many years’ experience, who gives every 
order his personal supervision ; this, with the most modern and 
improved machinery in the hands of skilled artisans, insures the 
highest. perfection in Glass Cutting. 

All our work is regularly and evenly cut, and all polished, 
so as to give the full lustre which is too frequently lost in an 
effort to reduce the cost of production by turning out work with 
unpolished parts. 

Weare now making a new departure in Glass Cutting, by 
producing a diamond cut on thick polished plate, similar in de- 
sign to that used upon the best table ware. This can be made 
with or without a border, the former being most in favor for 
vestibule and transom lights; it can also be cut as a narrow 
border upon beveled plate window lights, giving the beautiful 
effect of prismatic rays, while the centre has an unbroken 
polished surface ; this undoubtedly makes the most pleasing and 
beautiful window that can be constructed. 


We execute special designs for Architects and others. 


Samuef H. drench Je Go., 


ayork Ave., SourtA Xe Gallowhilf Ofs., 
®)RifadefpRia, 
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CUT GLASS. 
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See Price List page 202. 
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CUT GLASS. 















































See Price List page 202. 
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CUT GLASS. 
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See Price List page 202. 
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See Price List page 202. 
was 
Ornamental Glass 
“ae 
For Vestibules and Drawing-room Doors, Railway Cars, Steam- 
boats, Churches, &c. 








Enameled, Sheet Embossed. 
Colored, Fluted or Ribbed. 
Cathedral. Rough Plate. 
Stained. Glaziers’ Diamonds. 
Leaded. Glaziers’ Points. 
*Chrysmatic. Putty, etci; etc. 


*Chrysmatic Glass is very beautiful and entirely new, 
representing frost upon glass. 
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Embossed Glass. 


Our Embossed Glass is unsurpassed in design and _ finish, 
. and frequently has the preference over Cut Glass on account of 
its soft diffusion of light. 

We are constantly adding new designs to our already large 
assortment, and can get up special patterns if so desired. 


We arealso making a 


DULL PLL. 


fe Clear Embossed Glass 


UU UL LL on Ps 








a: 


which is coming rapidly into favor ; it is just the reverse of the 
Regular Embossed, the figure on it being similar to the ground 
work, and the ground work similar to the figure on the original. 


It is new and attractive. 


Damuel H. Rrench ® Eo. 
York Ave., Fourth & Callowhill Sts., 


PHILADELPHIA, PA. 
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EMBOSSED GLASS. 
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See Price List page 202. 
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EMBOSSED GLASS. 


No. 58. 


No. 57. 
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See Price List page 202. 
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EMBOSSED CLASS. 
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See Price List page 202. 
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EMBOSSED CLASS. 
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See Price List page 202. 
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EMBOSSED CLASS. 


NI 


Le SES 


oe 


a] 


pee 
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EMBOSSED CLASS. 





See Price List page 202. 
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EMBOSSED CLASS. 
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EMBOSSED CLASS. 
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EMBOSSED CLASS. 
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EMBOSSED CLASS. 
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EMBOSSED CLASS. 
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EMBOSSED CLASS. 
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EMBOSSED GLASS 
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EMBOSSED CLASS. 
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EMBOSSED CLASS. 


Designs for Four-Light Doors. 
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See Price List page 202 
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LEADED CLASS. 
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All our work is well 
and strongly made, 
every joint being 
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pecial Designs and Prices Furnished upon Application. 




















LEADED CLASS. 
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Furnished upon Application. 


Special Designs and Prices 
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LEADED CLASS. 


pea © a a ae EA DW A A Pv ae XS 


Ye 
%, 
At, 










Pee 
ie 
Wenets 
= as 
ag 
3 
= 


\) 
is 
1\ 


JY 
qe 
| 
gee 
wast 
Wes 







~ 


h NN Ye UY 
Ds: 
OF Fs 


ZEISS 15 






WI 


(ae 


VE 


A7 
S&S 
OX, 
* 
A 
a) 
BD 
a ae 
needy 
YS 


Be 


! 


SWEET @ 5 ET eet eee 


Vv 


B 
l 








[ 42 F 













9 
O 
. 










a 
2 


VEZ 


A 

ee EDD \} 

a 4 4 
cH $ \ EF, 






ae 


eS 
© GE 

ee 

= a\ 

SOS Yom 


ANITA V x 
CO OT RG F 
4, 





aN Yr As 


aay ZANE See, Ss 





ySrey, 








Special Designs and Prices Furnished upon Application. 


SAMUEL H. FRENCH & CO., PHILADELPHIA, PA. 193 


BOChC Eeele boul: 
















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Send for our Illustrated Register and Ventilator Price List 
which gives dimensions and full details. 
When ordering Ventilators, state if to be used for Side 


Wall or Ceiling. 


When using square Ventilators for s¢de wad/s they must 
stand on end. 
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See Discount Sheet. 
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AOR DS— 
VERTICAL WHEEL. 
PLAIN FLAT FACE. 
Pet 5 Black Whit Gold_ | Im. Bronze| Porcelain | Nickel 
Size of Opening. | Panes iod: Japanpiod! Bronbedk eet Bitamelet Plated, 
"Wide. ‘High. i ; = 
7 x 10 inches, $2 25 $2 25 $2 85 $2 85 $4 25 $4 50 
8 x 12 inches, 2 95 Biss 3 60 360 | 500 5 35 
& x 14 inches, 3 40 3 40 4 10 4 10 5 40 5 75 
9 x 12 inches, 3 40 340 ' 4 10 4 10 5 40 o 75 
10 x 14 inches, 4 10 4 10 4 90 4 90 6 30 6 70 
11 x 16 inches, | 4 60 4 60 5 40 5 40 7 00 7 40 
12 x 18 inches, eon 20) 5 20 605 | 605 8 00 8 50 
13 x’ 11 inches, | 3 55 3 55 Ae3D aA 35 O0/Smn ee Ons 
15 x _13 inches, i: 4 60 4 60 5 45 5 45 4,005 ann a 45 








CARVED RAISED FACE. 












































Size of Opening. | Black Japanned. Gold Bronzed. Im. Bronze Metal. 
Wide. ‘High. | 5 Tooee Juaer he as 
7 x 10 inches, | $2 2 $2 85 $2 85 
8 x 12 inches, 2 95 3 60 3 60 
8 x 14 inches, 3 40 4 10 4 10 
9 x 12 inches, 3 40 4 10 4 10 
10 x 14 inches, 4 10 4 90 4 90 
11 x 16 inches, 4 60 . 40 5 40 
Menon) 1S inches, 5 20 K 1605" O02, 
ROUND SLIDE CENTRE REGISTERS, 
VENTILATORS, FACES, AND BORDERS. 
sf Black or White Japanned. | ei Nickel Plated. ey 
Om 
No — —= ae — ee 
mM for } ? . e . 
© Register. |Ventilator, | Re Sead | | Register. | eae Register. | ae ee 
Gin. | $1 35 $1 45 | $0 50 || $1.85 | $1 20 |. $3 30 $2 95 | $1 00 
fate 50 1 60 060 || 2.00 13 3 50 S015) eriet0. 
8 in. 1 85 1 95 OFCS ales SOMa ene eA 0) 3 85 325 | 1 20 
9 in 2 25 237 0 85 ~ 2 80 1 55 4 60 Bisty | al SD 
10 in 2 75 2 87 1 00 3S Be) 1 70 Deeley 3 80 1 40 
in 3) 60 35 95 130. |{ 4 30 2 0d 6 25 4 30 1 80 
14 in 5 40 5 55 ZO BO I BERS Selman OO 2 26 
16 in 7 00 7 20 B70) t 73) | 350 10 00 6 00 3 00 
BUN vey 9 25 fe ws asec. 345 || 1000 | 455 | 1235 | 7s5 ciyate00 
20 in aU gs) iyo ee 4 15 | 12 50 5° 50 15 20 8 60 5 00 
24 in TORO Oe Mne ss «6 6 45 17 00 | 8 10 22 20 14 75 6 50 




















See Discount Sheet. 
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CAST IRON DAMPERS. 


FOR HEAT FLUEBS. . 
A 


—_——— 







































































Oval No. |. Oval No. 2. 
| With 6-inch |... (eo Wien @ inom nar 
Size Damper pod, Knob, and Size. | oe Rod, Knob, and 
No. 1. | Cup Complete. No. 2. Cup Complete. 
4x10 in. |$0 50, $1 00 See Cahn, | $0 75 $1 25 
| Asxemo pine 0 90 1 40 
4x12 in. 60 | iP 10) 4x 12in. 1 05 1 55 
4x 14 ins Hameln 1 70 
| 3x 9 in. Oval No. 5, one Slat, 0 75 1% 























































































































Square No 23. Square No. 4. 
ie With 6-inch With 6-inch 
Size. | Damper Rod, Knob, and Size. Damper Rod, Knob, and 
et No. 3. Cup Compiete. | No.4. Cup Complete. 
4x Gin. $0 sy | $1 05 
4x 9in. 0 65 1 15 23x 9 in.| $0 60 $1 10 
Axi? iy 0 85 1°35 | 
(Hise 8) rat. 0 90 1 40 33 x 10 in.| . 0 70 1 20 
6 x 12 in. 1 05 1 55 
8x 8in. O95 eel 1 45 16 oe PA abo 0 90 1 40 
9x 9in. iL aes | 1 65 














RODS, KNOBS AND cups. 


6- inch Rods, with Plated Knobs, . . : ‘ : i ; per dozen, $2 75 
6 |) Bronzeda a: é : : : : : : a 2 00 
CN e ‘* without Knobs, : : ‘ : : ; : e 75 
7 fara a 6é 2 . Z , - . : us 85 
3. - “ n : ; ; ; ; : : $ 95 
9 ce ce m3 (a5 é 5 4 : ; : Z “¢ 1 05 
ik: a * es : : ; : : : “ 1 15 
ine +3 oy ; : : : : ip: 1.25 
12a 4 Bh ss : : : F ; ; d y 135 
Porcelain Cups to protect Knobs, . : . : : : ; - 3 00 
Plated Damper Knobs, : ; , : ’ : . . ; * 2 00 
Bronzed ‘‘ wv 1 25 


When length of Rod is not given, will send 6-inch Rod. 
See Discount Sheet. 
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PRICE LIST OF SLATE REGISTER STONES. 


Register stones made of Slate, are much neater and better than 


Soapstone, and very much stronger. 


PEO OR- > LON be: 

















Size of Price| Size of Price| Size of Price| Size of Price 

Register. each.| Register, each.| Register. each.|Register. each, 
6 inches, $1 20/4 x 15inches, $1 90) 8x 12 inches, $2 30/12 x19 inches, $4 70 
i 150/4x18 “ AU tele alisy 2 8014x14 ‘* 4 75 
8 a il 7 iro< = te) as 1 75} 8x18 ss 3 00/14 x 18 os 5 50 
9 a 2 00\|6x 9 oe 1 85) 9x 9 ef 2 25/14 x 22 ie 6 25 
Oe. 2530 Orxael OM ye Hs ik 9 excel tain 26016x16 °° 6 00 
12 y 2 75|6 x 14 2 25) 9x14 - 2 90/16 x 20 he 8 50 
14 re 3 50/6 x 16 of 2 60/10 x 10 s 2 80/16 x 24 e 9 50 
1S 450/}6x18 ‘* 290i OR 1.2 nee 2 9020x 20 * 10 00 
18 a 5 75/6 x 24 Ss 3 50/10 x 14 ee 3 15/20 x 26 - 11 50 
20 ub Uf EAU 9 w 1 80/10 x 16 oy 3 50/21 x 29 as 14 00 
aX 2) Oj axel Oe 200/12 x 12 3 1030x 30  * 18 00 

4x 8 : 1 20\8x 8 PS 1 90/12 x 15 Be 3 75 

4x10 $3 1 40'\8 x 10 ge 2 102 x 17 - 4° 








Other sizes made to order. 


See Discount Sheet. 





SIDE WALL FACINGS. 


Yor circular top or other Registers, Marbleized to represent any Marbles or Wood 


as desired. 


These Stones 


Side Walls of 


Rooms, to 


Work, &c., 


Da 





are used in 


Halls, or 


protect Wood 


from heat. 


“ye 








Size of Register. 





7 x 10 inches, | 


Sin 125 
fyi eal ea 
ORs LO we: 
isa 
alee 167 =. 
ioe ake a 
tex loan 
Potex tye 








| O. G. EDGE. 
| ©. T. Reg. | Sq. Reg. | Sq. Reg. || C. T. Reg. | Sq. Reg. 
| Stone for | Stone for Stone for Stone for | Stone for 
_|_ ©. T. Reg. | C. T. Reg. Sq. Reg. C. T. Reg. | C. T. Reg. 
| $3 70 $3 30 $3 10 $3 50 So 10 
4 50 4 00 3 70 4 40 me) 
5 10 4 50 4 20 4 80 4 20 
4 90 4 20 3 80 4 50 3 80 
5 60 4 90 4 60 5 30 A 60 
670m 5 90 5 60 6 30 5 60 
750 | 660 6 10 7 00 6 10 
5 60 4 90 4 60 5 30 4 60 
6 90 6 10 5 70 6 50 > 70 




















See Discount Sheet. 
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Price List of Centre Pieces. 
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See pages 5 to 33 inclusive. 











i $9 00|No. 56 2 50|No. 113 $1 40 
No. $ ’ $ ’ 
ay 8 50} ** 57, 3 40] * 114, 1 25 
es 575) © 58 5 50| © 115, 1 25 
Se 4 60| “ 59, 6 00) 116, 1 25 
bea 3 50! “ 60, 230 117, 1 00 
“ 4, 5 75) , ne 2 65 . 118, 2 00 
nn, 5 75 62, 6 60 119; 1 60 
SG. 4 60| ‘* 63) 5 10} “ 120, 6 50 
“oy 900)“ 64 575| © 421) 5 50 
Ips 510“ 65, 5 10| “ 129, 4 00 
“og 5 10) * 66, 2 90] “ 198, 2 60 
a0. 5 75\. 67, 1 40) 124, 3 50 
aah 4 60| “ 68) 210] “ 195) 4 50 
inky 5 10] * 69, 300) 126. 3°75 
“ 13 3 50] “* 70, 5.75| 127, 3 25 
“44 3°75| ** 71 290) “ 198 4 00 
45 3°75)“ 79) 290) «© 129° 3 00 
“16, 2 60] “ 73, 3 10| “ 130; 2 00 
LT, 230) “ 74, 3 10h or si4 6 00 
“ 18) 2 30) “ 75) 8 50| “ 132) 5 00 
‘“ 210) « 700) * 133 4 00. 
Nese Secs 600 «© 138 4 00 
oy) 1 70| « 72 210) “ 138, 2 00 
99’ 170! “ 79, 3 90| “ 136, 2 25 
ieee 1 70} ** 80, 5 00 B 132 nee 
“ O4 1 45] “ gt 2 10 33. 25 
3 aie tan) to es 
“OF 85) gq’ 5 00; “ 141, 5 00 
6 98 85| “gp, . 4 00) « 142 85 
“99° 85| ** 86. 3.00) “ 143° 85 
‘¢ 30) 85] “ 97 4 25] “ 144’ 4 00 
Si 85] < g8° 3 00] 145, 1 50 
« 39 2 00} a9) 400) * 146) 175 
“33 6 25) « 90, 5 00) “ 147’ 4 00 
ou a0 a1 5 30/8 { 0 
iabaisy 3 15 92, 3 00 ee 1 0 
Neste 2 90) 93 2 80] 150, 85 
a. 37, 2 90 94, 3.00 is sae 1 - 
38, 4 00) “ 95, 1 80) “152, 1s 
WY 39, 4 OO 96, 3 00 153, 1 00 
40), 2 30) « 97 100) 154) 5 75 
ay 4 90} « 98° 200) 155, 1 25 
Cho: 2 80] « 99, 4 00 156, 1 9 
“43 7 50) «100 2°75) “© 157 10 
ada, 8 50, “401, 3 00) « 158, 3 60 
nee Ae Rests SMG ee dee 
40, d 10: o eo 
“47 550) * 404, 3.50] “ 161) 5 00 
4g) 1 60} “ 405, 3 75| « 162) _ 85 
49) 2 60) “106, 4 80| < 163, 5 00 
c 50, 2 00 EL 07, 450 . 164, 3 60 
eno 3 75} 708, 5 50 165, - 3 60 
ae Oe, 2 60} 109, 3 50) “ 166, 8 00 
Sans) 6 00) “ 110, A 50S) eLG7, 10 00 
“54 6 00) “411. 4 00 
55, 2 30) «119 5 00 








See Discount Sheet. 
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Price List of Brackets. ¢ 


See pages 35 to 43 inclusive. 


% 





Price per Pair. Price per Pair. | Price per Pair. 
ae nce Cane oie Cur nece 
aes Pine asl ag ee 2 eS ay ptyarn ik: mcr tie 
ig aa ss Te 
«og 350) « 38) 395} © 70, 5 15 
ua.-7, 150) 39, aS oem sip 3 00 
pas, 2° 30:7..'* 40, SOM eae, 2 00 
ae Os 2 10 c me 5 A t is fe 
ae 20) 2 00 42, 3 A er, 30 
Pie | 1 | 43, 400| ‘ 75, 1 70 
e212, : : 80; ‘* 44, Taso eh COs 1 60 
Batic, TOO Mae 245, S JOOS Rs hades 1 50 
foe. 160) iS 4G, SOU terrae, 2 00 
Teas TCO Mme 47; 2 A0 se ee 7O: 1 70 
PosLG, Sue peu 4s: 2°25 £80) 1 20 
Oa has) GH ZI) LOD SO. soaks 1 40 
ios. 120M’ (0, TOI es: 1 60 
B19; TOO jn OO, LOOKS: 3 50 
oe. 20) 1 40) ‘ 52, : ; Ti O0F ec 84: 4 50 
Ce) TRGOME Eo 5S, : SOT “86. 3 00 
“OOPS AMUSO | Ne Mole 150 ee 86, 3 25 
ORE DatONmat OD, 2 00N Ra Sk 2 00 
24. Bean te S56, 5 50| “ 88, 50 
ate. Perales Se, 3. OO Was 89, 2 50 
a) 26, 2730, 58, 2.00} 6 90; 2 00 
OS 3,00 ji: 259; 2: 00s eeeae Ol. 3 00 
neo ROE: 00, 2 OO Ree: 2 50 
ary) OO ja esl, 2 OOK Ecos. 75 
pa 30; Del O Ne eG, 3.00 wie 94. 3 00 
Rico, BOA Go, 3 50 | 
be oe, 2 50 )\, SY) 64, 5 50 | 





| 
| 
| 
i 
| 
| 





See Discount Sheet. 


* Price list of Patent Gornice. * 


See pages 47 to 54 inclusive. 





Price per foot. Price per foot. 

No. 1 $0 90 | No. 17, ; : ! $0 20 
“og "5 | © 18 pare 18 

2 ] 

oa. 3 airy | ae 18 
bem. 4 55 20, 18 
ae 35 Ot 17 
ome. 50 22, 35 
coer. 30 Cros. 25 
oe 26 Ono 19 
coe eT eet a 45 
«e 20 | * 96, 25 
‘“ i 20 | “ 927, 19 
“6 % 9) ve 9) 2() 
13) 20 28, 2 

oe is. 30, Man e190) 20 
ee, 20 ‘ 30, 40 
bo 15, , : P 2051) oO gatke 25 
16, : : ; 20 pepsi =) 





See Discount Sheet. 
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PRICE LIST OF FANCY CAPS, ETC. 


See pages 44 to 46 inclusive. 


CAPS. CORBELS AND KEYSTONES. 

Price each. Price each, 

No. 1, Corinthian Cap, : - $900 | No. 1, Corbel, i : : $ 2 00 

Po 3) ae wy : ; 12 00 Ean) oe : , ; 3 00 

Bee “ “ W185 OO ch ees eer an ae eee 10 00 

iad 4. (a4 ina : 18 00 ce ih (79 ‘ 9 00 

; : ; - : ; ; 

%° 5, Ionic Tuscan Cap, . : 5 00 Bak bs : : j 8 00 

ey Gia tir us Lohr ; 9 00 “1, Keystone, . : : 1 50 

‘* 7, Norman Gothic Cap, ' 9 00 ie eeO) a : : ; 1 00 

‘“ 8, Gothic (old Eng.) Cap, . 4 50 Nay x : : , 2 00 

a 9, 6c 6c a ‘ 9 00 be 4, ar , f : 2 00 

‘10, Corinthian, . : ; 6 00 tog 2 00 
So th He : 5 . 18 00 
aL, - ; : 7 00 





See Discount Sheet. 


PRICE LIST OF ORNAMENTAL FRIEZE WORK. 


See page 56. 





Price per foot. Price per foot. 
Nod, ; : b0 715 NG. 3; . : : : . $0 60 
aeabe: : j 60 eA. ; é : : : 60 





See Discount Sheet. 


PRICE LIST OF CORNER PIECES FOR PANEL ENRICHMENTS. 


See page 56. 








Price each. Price each. 
No. 1, UE AA 8 at AS SCN at yah oe 
es 2, ; . : 1 50 pe Cle 3 : ; ; : 1 50 





See Discount Sheet 
PRICE LIST OF ENRICHMENTS. 


See pages 57 to 60 inclusive. 





Price per foot. Price per foot Price per foot. 
No; 1) $0 12 | No. 11, : \ $0 O7 | No. 21, : : 2 
See, 13 Slee . 3 09 ES ee : é 14 
ay 12 ene : : (OE 2 Es. : 3 14 
ts 4, 09 uml A : : 09 eae 3 : O07 
Stel 09 et als ; : LOD eee cos : : 07 
Las: 08 i et6, LOE Bt 2G, : : 08 
rac 10 a ie 11 Op. : . 07 
ROHS 09 Se 1S: ; 1D ae see . 11 
es a , , O7 ANG), : : 2 
re KY . : 10 oO: ile; | 


See Discount Sheet. 


PRICE LIST OF PANEL ENRICHMENTS. 


See pages 60 and 61. 








Price per foot. Price per foot. 

No. 1, te see se ae $0 13 | No. 5, ene Se airs 

a Pas : j : : : 14 4G, : P ‘ ; : 20 

Sethe; . é ‘ . ; 14 fie Ti : : : : 20 
| : 5 14 | te st 2 ‘ . ; ; 252 


See Discount ahead 
PRICE LIST OF PANELS FOR CEILINGS. 
See page 62. 
Price per foot. Price per foot. 


PaneleA as : : ; $1.00 | Panel B, . ; : : $1 00 
See Discount Sheet. 
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( UNLO Vid 


6 ss Lan 


* Price List of Marbleized Slate Mantels. 3 


ESN 


ses"QUALITY UNEQUALLED BY ANY.“@4 


See pages 63 to 118 inclusive. 





Price each. 


Fire-boards, $8.00 each. 


Marbleized Slate Shelves, 


See Discount Sheet. 


FLG, A : $53. 00 
iG) . ; 39 00 
20, 33 00 
24, 5 : 53 00 
24, Tile, : 57 00 
28, 23 00 
38, 87 00 
4G, 7 00 
48, 128 00 
53, 56 00 
70, 112 00 
al; 30 00 
75, 45 00 
ditt, 48 00 
78, 48 00 
79, 46 00 
81, 60 00 
85, 69 00 

i 7 00 
88, 112 00 
89, 128 00 
90, 134 00 
92, 102 00 
95, 53 00 
96, 212 00 
96, with Sera in- 

stead of Paint- 

ed Back, . 190 00 | 
96, without High 

Back, 170 00 

The : : 154 00 
98, 69 00 

100, 53. 00 | 

201, 45 00 

202, 112 00 

204, 41 00 

205, 33. 00 

210, On 00n 
210, without High 

Back, 146 00 
211, 100 00 
211, without High 

Back, 92 00 
O13; 45 00 





No. 


“ec 
(a5 
6 


be 


Price each. | 


214, ; ‘ 61 00 
215, 34 00 
215, square, 30 00 
216, : é AB 00 | 
on 98 00 
219, 104 00 
220 : ; 92 00 | 
221, d : 33. 00 
222 : : 112 00 
223, : ; 108 00 
294, 49 00 
225, 49 00 
226, 49 00 
Dye 104 00. 
Dog arate, Th OA OO) 
D350 an em 39000), 
231, : 65 00 
2B 4 3 252 00 
234, ‘ : 128 00 
De 234}, 285 00 
2343, w ithout High 
oRack: includ: 


ing continuous 


Tile Facings, 145 00 
235, 61 00 
236, 84 00 
238, 33. 00 
238A, 31 00 
238B, 36 00 
2BY). 69 00 
241, 41 00 | 
242, 53. 00 | 
245, 458 00 
246, 235 00 
246, with Slate i in- 

stead of Tile | 

Facings, 219 00 
246, without High 

Back, 128 00 
246, without High 

Back and with 

Slate instead of 

Tile Facings, 112 00 | 
247, 204 00 





Price each, 


No 247, without High 
Back, 112 00 
ney 27 00 
pe 2008 31 00 
Se eal 34 00 
ZONES. 30 00 
OO. 37 00 
954, 66 00 
eos 2 . 85 00 
“* 255, with Slate in- 
stead of Tile 
Facings, 63 00 
BO OTC 56 00 
EOS. : : 43 00 
a DET : : 33 00 
saeGde 51 00 
eGo 51 00 
SO OSS 117 00 
ods 45 00 
US Oe, 36 00 
“¢ 266, 36 00 
BOLT 63 00 
208. 69 00 
** 269, 50 00 
2 7K) 50 00 
Oe. 50 00 
Se PUTGy 63 00 
eis. 66 00 
OT), 153 00 
ef De : 107 00 
Os 7K 6y- with Slate in- 
stead of continu- 
ous Tile Facings, 103 00 
Laie ; A 61 00 
“ 277, with Slate in- 
stead of continu- 
ous Tile Facings, 53 00 
ee riteh, : 148 00 
‘¢ 278, without High 
Back, 74 00 
*¢ 279, as shown, 84 00 
Be ae Mantel only, 66 00 
‘¢ 979, Mantel only 
00 





with Slate Facings, 6 61 ( 


including Iron Brackets, $1.50 per foot. 


Slate Hearths, $0.90 per foot. 


NOTE.—When Mantels are more than two inches longer than regular size, we make 
a charge of ninety (90) cents on list price, for every additional inch. 
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Price List of Cut Glass 


VESTIBULE DOORS, TRANSOMS sca 
resQuality of Work not excelled by any.-aa 








See pages 169 to 173 inclusive. 


kes" NOTICE.—In ordering state whether you want glass square, segment or circu- 
lar top. 





Per square foot | Per square foot. 





No. 1, $1 35. | No, 12, $1 50 
a Hay, | Maa 1 80 
695 ni 1 50 vata 1 80 
ane 1 35 Sone, 1 20 
i ss 1 20 coe 6 1 80 
Pe 1GGOU me eG 1 80 
Rte 1 65 ia ek 1 65 
pear 1 50 aero! 1 65 
ha Os 1 50 20! 1 80 
beat: 1 50 Shiba 1 50 
NaN ke 1 50 oo 1 80 











See Discount Sheet. 


Price L,ist of Embossed Glass. 


See pages 174 to 189 inclusive. 


bes” NOTICH.—In ordering state whether you want glass square, segment or circu- 
lar top. 











, Per square foot. Per square foot. | Per square foot. 
No. 21, - $2 00/No. 120, . . . $1 90)No. 144, $1 80 
‘ 8, PDE PAE. : Z ICO a elas: 1 50 
Ye 4eesh 190) eel oO, 1 90) ** 146, 1 80 
NOs igs 190) Saeet os TESTO sale 1 90 
53) 1 90] “ 124° 190, 148° 2 00 
555, 2500/3 aloe. 1 80] “ 149, 2 00 
ek SOME 2.001 welt: 2h O0 Reelin (): 1 80 
OS DDO ieee a0 1, 00 jt ue kote 1 80 
10%, 180) 7-131. 1, S05) 1 90 
“108, 1360) sol so. 57 G0) 5S. 2 00 
PueLOD, 1 SO amelie sss IZ90 Pe eeloe: 1 65 
mL LO; IMBO)K See 34, 190 7 2155, 1 90 
Se TT? 1801 eo aish, 190 ca 156: 1 80 
Boe uips 2 OOF bee aG, 190 emo: 1 80 
arlia, 1580) peeor Tt ees eailater 1 90 
ae 1590) somelos: 1-90) ** 159; 1 90 
aS 2 00] “ 139, 1 80| ‘“* 160, 1 80 
Cel LG: 1b YO 8 TENG), i ID) Po ieal 1 80 
SMO tre aS 90 tS 144 1590 ioe LOse 1 80 
ide Oy ane 90 een 42 2 00a and66. 1 80 
tl OMe : LOO Rea os 1 65 








See Discount Sheet. 


Bes" We use first quality D. T. French Glass for all our Cut and Embossed work. 
If cut on Colored Glass, 30 cts. per square foot extra nett, and if cut on Plate Glass $1.00 
per square foot extra nett. 
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Garnkirk Ghimney 








































































































| 


mm 


Diameter of Base, 1 foot 3 inches. Height of Top, 2 feet 10 inches. 














a 





These Tops being made of hard, well-burned Terra Cotta, 
are durable in any climate, and do not become black and dis- 


colored, as most Tops manufactured in this country do 


Their construction is such as to increase the draft of flues 
and at the same time prevent the wind from blowing down the 
chimney, thus making them the most reliable Tops offered in 
the market. 

Wind blowing from any direction must pass up through the 
holes C, and out at B, thus creating a vacuum in the smoke flue 
A, of the top which mechanically increases the draft. 


It is impossible for a chimney to smoke with these tops 
on. 


They give universal satisfaction. 


Price of Top, f. o. b. Philadelphia, $4.75. 


Se VG) eee by Lon @ Eide oa 
York Ave., Fourth and Callowhill Sis., 


PHILADELPHIA. 
See Discount Sheet. 
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ESTABLISHED 1844, 


SAMUEL H. FRENCH & CO.., 


IMPORTERS AND DEALERS IN 


foreign and Domestic Gementé. 
English, French, German and American. 


Portland Cements. 


English and Scotch Roman Cements. 
French's Rosendale Cement. 


Anchor Cement. 
AND VARIOUS OTHER BRANDS. 








DIRECTIONS FOR MIXING AND USING CEMENTS. 


‘Take one (1) part cement and one (1) part sand, and in all cases mix the 
sand and cement well together before applying water, and do not mix more 
than can be used in thirty (30) minutes. 

The sand should be clean, sharp and entirely free from any foreign matter. 

In plastering walls with cement, care should be taken that the surface is 
washed clean, and the cement applied while the bricks or stones are still damp. 

As a general rule, slow setting cements are the best. 

Cement mixed with cold water in cold weather, in a damp place, may take 
from ten (10) to twenty (20) days to get moderately hard, but will eventually 
become perfectly solid. } 

Cement worked during warm weather sets much quicker than it does in 
cold weather, and even then it takes several days to harden. 

Some kinds of cement sets so fast that it is not safe to mix more than can 
be used within twenty (20) minutes. 

Mortar made of cement worked after it begins to set, becomes more or 
less damaged, and frequently worthless. 

Cement should be kept in a perfectiy dry place, and the barrels containing 
it that have been opened should be closed by putting in the head, or covered 
so as to exclude the air. 

One (1) barrel cement and one (1) barrel sand mixed, will cover a surface 
of about 72 square feet, one (1) inch thick. 

Concrete.—Mix equal parts of cement and sand together to the consistency 
of mortar, and then add four parts of broken stone or coarse gravel, or as 
much as can be mixed with it, and when thoroughly rammed will give sufficient 
cement on the surface for finishing. | Wet the broken stone or gravel before 
mixing with the cement. 


PRIME PLASTERING HAIR: 
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ESTABLISHED 1844. 


FRENCE 
ee: hs es 


~ MaNuracTURERS AND [MPoRTERS. 





(Q. G1)., 





res a 
+3Philadelpbia, Pa. 





Strictly Pure White Lead and Zinc, 


IMs FUND ENE CONAES, 


Golors # of s Gvery # [Jescription, 
Dry, Ground in Distemper, Oil and Japan. 


Our “Strictly Pure” brands of Paints are 
unexcelled for quality, color and 


fine grinding. 
Saas SaaS SS eS SS 


CROWN READY MIXED PAINTS. 


These are not Chemical or Water Paints, but are made wrth 
PURE LINSEED O/L, and are unequalled 
for strength, beauty, and durabitty. 





“Strictly Pure” Linseed Oil Putty, 
Oils, Varnishes, Brushes, &c. 





SEND FOR SAMPLE CARDS AND PRICE LIST. 
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Established 1844. 


SAMUEL H. FRENCH & CO., 


PHILADELPHIA, PA. 


Peerless Golorg tor Mortar. 


The strongest colors made in the world for coloring 
Mortar, Cement and Plaster. 








Peerless Colors are manufactured from the best and most permanent 
pigments. ‘They are ground extremely fine in pulp state, and hence mix 
readily with mortar, giving a uniform color at all times, with but little labor 
and small expense. ‘Their composition is such as to increase the strength of the 
mortar, and they are brilliant and thoroughly permanent, and instead of losing 
their Color and becoming dull, as many of the coloring substances used for this 
purpose do, they become somewhat darker by age, and at all times retain their 
brilhancy. If properly used they always give satisfaction. 


DIRECTIONS FOR USE. 


Make up your (bricklayers’) mortar in the usual manner, being careful to 
have it well ¢empered, and as free as possible from lumps of Lime, and any 
foreign matter ; then add the “ Peerless Color,’’ and to insure uniformity, give 
them a thorough hoeing together. It will require about forty (40) pounds of 
the Black, and sixty (60) pounds of the Red, Brown or Buff, to color sufficient 
mortar for laying a thousand bricks. 

These proportions vary according to thickness of joint and depth of color 
desired: Again, some make but a surface joint, while others lay the entire 
course with colored mortar. 

These colors work equally well with Foreign and Domestic Cements. 

gas PEERLESS Coors should not be used in hot mortar. 

Always keep them well covered to prevent dust, dirt or other foreign 
matter from getting into them, and also to prevent the moisture from evaporat- 
ing, which would cause the colors to cake, and thus make them difficult to mix 
with the mortar. 

After opening the package, we would advise keeping a small quantity of 
water on the color, which must in all cases be removed before using the color 


again. 


FOR INSIDE FINISEs 


Peerless Colors are the best in the market for tinting the finishing coat of 
walls. ‘They should be thoroughly incorporated with the white stuff before 
running off, in such quantities as may be necessary to make the desired tint. 

Apply in the usual manner. 
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Established 1844. 


SAMUEL H. FRENCH «& CO.. 


PHILADELPHIA, PA. 








Peerless Colors for Mortar. 





RED. 


For contrast with the various colored bricks, also for massing with red 
stretchers or pressed bricks. This is the latest and most desirable style of 
erecting buildings. Peerless Red is much stronger than any of the reds (dry or 
moist) now in use, and is more readily mixed with the mortar. It wz// not fade, 
and the joints do not require penciling, as is the case with most of the other 
reds. It does not blacken with age and wash over the face of the brick, as is 
frequently the case where joints are colored with Venetian Red, Spanish Brown, 
and many of the mineral paints. It will not in any way add to or assist in 
forming a deposit of Magnesia on the bricks. 


BLACK. 


This makes a beautiful jet black joint that will not wash out and deface 
the walls, as powdered coal and other worthless compounds do. It has the 
advantage over Lamp-Black of being /e¢ Black, and of working smoothly and 
making a finer finished and more solid joint. It does not cause the mortar to 
work spongy, as is the case with Lamp Black. Being of extreme fineness, it 
incorporates readily with the mortar, and thus saves much time in mixing. It 
is used for making a continuous belt or massing with Blaek Bricks, also for a 
contrast with Red Bricks, for which purpose it is most largely used. When 
used with Buff, White, Drab, or any light-colored Bricks, the effect is quite 
beautiful. 


BROWN. 
Well adapted as a contrast for most of the various colored Bricks, and 
particularly so with Buff. 


BUTE: 


For massing same colored Bricks, and contrast with Black and Red. 
Send for circular giving testimonials, prices, terms, etc. 





CAUTION.—Since the introduction of our Peerless Colors, there have been 
numerous worthless imitations put upon the market, and we therefore ask 
architects and builders, when ordering colors for mortar, to specify SAMUEL 
H. FRENCH & CO.’S PEERLESS COLORS, and to see that all packages 
have our labels upon them. 
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ESTABLISHED 1844. 


Samuel H. French & Co., 
York Avenue, Fourth & Callowhill Streets, 
PHILADELPHIA, PA. 








Ekurches, Halls, Hanks, Offices, 


Conservatories, Dining and Hath Rooms, 


Porches, Laundries, Kitchens, ete, 





Gfazed, E&namefed, RefieP and Grue Art 
> ek TES S~< 


FOR 





MANTELS, HEARTHS, WAINSCOTING, BRe 


This isa new department with us and our stock is consequently 
all of the newest and most popular designs, to which 
we are constantly adding all the latest novelties 
in special Encaustic and Art Tiles. 





rite us for designs and estimates when in want of anything 
in this line, 


AVERY, LIBRAI 


